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ACCURATE 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

EQUIV. 

304 

Mortise 

Deadlock 

1 E74xA1247 

C127 

NA 

304-1/4 

Mortise 

Deadlock 

1 E74xA1247 (2 req.) 

C127 

NA 

305 

Mortise 

Deadlock 

1 E74xA1247 

C127 

NA 

316 

Mortise 

Deadlock 

No Adaptation Available 


NA 

316-1/4 

Mortise 

Deadlock 

No Adaptation Available 


NA 

317 

Mortise 

Deadlock 

No Adaptation Available 


NA 

325 

Mortise 

Deadlock 

1 E74xA1247 

C127 

NA 

336 

Mortise 

Deadlock 

1 E74xA1247 

C127 

NA 

336-1/4 

Mortise 

Deadlock 

1 E74xA1247 (2 Req.) 

C127 

NA 

337 

Mortise 

Deadlock 

1 E74xA1247 

C127 

NA 

338 

Mortise 

Deadlock 

1 E74xA1247 

C127 

NA 

338-1/4 

Mortise 

Deadlock 

1 E74xA1247 (2 Req.) 

C127 

NA 

339 

Mortise 

Deadlock 

1 E74xA1247 

C127 

NA 

7802 

Mortise 

D.L. Latch 

1 E74xA1247 

C127 

NA 

7802-1/4 

Mortise 

D.L. Latch 

1 E74xA1247 (2 Req.) 

C127 

NA 

7804 

Mortise 

D.L. Latch 

1 E74xA1247 

C127 

NA 

7804-1/4 

Mortise 

D.L. Latch 

1 E74xA1247 (2 Req.) 

C127 

NA 

H7804 

Mortise 

D.L. Latch 

1 E74xA1247 

C127 

NA 

H7804-1/4 

Mortise 

D.L. Latch 

1 E74xA1247 (2 Req.) 

C127 

NA 

H7805-1/4 

Mortise 

D.L. Latch 

1 E74xA1247 (2 Req.) 

C127 

NA 
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ADAMS-RITE 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

970 

Deadlock 

1 ESPL-A351 18 (6 Pin) 
1 ESPL-B35124 (7 Pin) 

C4 

971 

Deadlock 

1 ESPL-A351 18 (6 Pin) 
1 ESPL-B35124 (7 Pin) 

C4 

973 

Deadlock 

1 ESPL-A351 18 (6 Pin) 
1 ESPL-B35124 (7 Pin) 

C4 

1131 

Mortise Deadlock 

1 ESPL-A351 18 (6 Pin) 
1 ESPL-B35124 (7 Pin) 

Cl 84 

1340 

Mortise Deadlock 

1 ESPL-A351 18 (6 Pin) 
1 ESPL-B35124 (7 Pin) 

C4 

1341 

Mortise Deadlock 

1 ESPL-A351 18 (6 Pin) 
1 ESPL-B35124 (7 Pin) 

C4 

1342 

Mortise Deadlock 

1 ESPL-A351 18 (6 Pin) 
1 ESPL-B35124 (7 Pin) 

C4 

1450 

Mortise Deadlock 

1 ESPL-A351 18 (6 Pin) 
1 ESPL-B35124 (7 Pin) 

C4 

1451 

Mortise Deadlock 

1 ESPL-A351 18 (6 Pin) 
1 ESPL-B35124 (7 Pin) 

C4 

1452 

Mortise Deadlock 

1 ESPL-A351 18 (6 Pin) 
1 ESPL-B35124 (7 Pin) 

C4 

1453 

Mortise Deadlock 

1 ESPL-A351 18 (6 Pin) 
1 ESPL-B35124 (7 Pin) 

C4 

1455 

Mortise Deadlock 

1 ESPL-A351 18 (6 Pin) 
1 ESPL-B35124 (7 Pin) 

C4 

1456 

Mortise Deadlock 

1 ESPL-A351 18 (6 Pin) 
1 ESPL-B35124 (7 Pin) 

C4 

1830 

Bottom Deadlock 

*1 E74xA5979 

C181 

MSI 837 

Deadlock, Two Point 

*1 E74xA5979 

C181 


EQUIV. 


*For aesthetic and security reasons, with 1 E74 Cylinder on 1 -3/4 thick door; recommend R81 0 Ring outside on 
RHRB or LHRB doors, inside on pairs of doors, and inside on single leaf RH or LH doors. And, recommend R710 
Ring inside on single leaf RHRB or LHRB doors or outside on RH or LH doors to clear door stop when space is 
limited. Other Adams-Rite Locks may use other Ring Packages. Locks require one or two cylinders as specified. 
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ADAMS-RITE 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

1848 

Sliding Door Latch 

A2714-16 (Single) 


1848 

Sliding Door Latch 

B9265-67 (Double) 


MSI 850 

Deadlock, Max. Sec. 

*1 E74xA5979 

C181 

MSI 850 A 

Deadlock, Max. Sec. 

*1 E74xA5979 

C181 

MSI 850 A-11 

Deadlock, Two Point 

*1 E74xA5979 

C181 

MSI 850 A-505 

Deadlock, Sliding Door 

*1 E74xA5979 

C181 

MSI 850 USA 

Deadlock 

*1 E74xA5979 

C181 

MSI 850 USA-505 Deadlock, Sliding Door 

*1 E74xA5979 

C181 

SCH1850 A 

Deadlock, Schoolhouse 

*1 E74xA5979 

C181 

SCH1850 A USA 

Deadlock, Schoolhouse 

*1 E74xA5979 

C181 

MS1851 

Deadlock 

*1 E74xA5979 

C181 

MSI 851 A 

Deadlock 

*1 E74xA5979 

C181 

MSI 851 A-111 

Deadlock, Three Point 

*1 E74xA5979 

C181 

MSI 851 USA 

Deadlock 

*1 E74xA5979 

C181 

MSI 852 

Deadlock 

*1 E74xA5979 

C181 

MSI 852 A 

Deadlock 

*1 E74xA5979 

C181 

MSI 852 AW 

Deadlock 

*1 E74xA5979 

C181 

MSI 852 USA 

Deadlock 

*1 E74xA5979 

C181 

MSI 860 

Ultra-Narrow Stile 

*1 E74xA5979 

C181 

MS1861-1 

Deadlock, Bottom Rail 

*1 E74xA5979 

C181 

MS1861-2 

Deadlock, Bottom Rail 

*1 E74xA5979 

C181 

MSI 870 

Flushbolt, Cyl. Operated 

*1 E74xA5979 

C181 

MSI 880 

Two-Point Bolt 

Not Keyed 



*For aesthetic and security reasons, with 1 E74 Cylinder on 1 -3/4 thick door; recommend R81 0 Ring outside on 
RHRB or LHRB doors, inside on pairs of doors, and inside on single leaf RH or LH doors. And, recommend R710 
Ring inside on single leaf RHRB or LHRB doors or outside on RH or LH doors to clear door stop when space is 
limited. Other Adams-Rite Locks may use other Ring Packages. Locks require one or two cylinders as specified. 
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ADAMS-RITE 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

MSI 890 

Latch Type Lock 

*1 E74xA5979 

C181 

MS1891 

Latch Type Lock 

*1 E74xA5979 

C181 

MS1891W 

Latch Type Lock 

*1 E74xA5979 

C181 

MSI 892 

Latch Type Lock 

*1 E74xA5979 

C181 

2331 

Deadlock, Sliding Door 

1 ESPL-A351 18 (6 Pin) 
1 ESPL-B35124 (7 Pin) 

C4 

4004 

Lock, Sliding Door 

Not Keyed 


4024 

Cyl. Pull 

No Adaptation Available 


4025 (Single) 

Single Cyl. Handle 

A2716 


4025 (Double) 

Double Cyl. Handle 

A9267 


4029 

Single Cyl. Handle 

A2716 


4050 

Hold Back Deadlatch 

1 ESPL-A351 18 (6 Pin) 
1 ESPL-B35124 (7 Pin) 

Cl 69 

4052 

Hold Back Deadlatch 

1 ESPL-A351 18 (6 Pin) 
1 ESPL-B35124 (7 Pin) 

Cl 69 

4070 

Deadlock 

1 ESPL-A351 18 (6 Pin) 
1 ESPL-B35124 (7 Pin) 

Cl 69 

4071 

Dead Bolt 

1 ESPL-A351 18 (6 Pin) 
1 ESPL-B35124 (7 Pin) 

Cl 69 

4072 

Dead Bolt 

1 ESPL-A351 18 (6 Pin) 
1 ESPL-B35124 (7 Pin) 

Cl 69 

4073 

Dead Bolt 

1 ESPL-A351 18 (6 Pin) 
1 ESPL-B35124 (7 Pin) 

Cl 69 

MS4093 

Dead Lock Replacer Kit 

*1 E74xA5979 

C181 

4510 

Deadlatch 

*1 E74xA5979 

C181 

4511 

Deadlatch 

*1 E74xA5979 

C181 


*For aesthetic and security reasons, with 1 E74 Cylinder on 1 -3/4 thick door; recommend R81 0 Ring outside on 
RHRB or LHRB doors, inside on pairs of doors, and inside on single leaf RH or LH doors. And, recommend R710 
Ring inside on single leaf RHRB or LHRB doors or outside on RH or LH doors to clear door stop when space is 
limited. Other Adams-Rite Locks may use other Ring Packages. Locks require one or two cylinders as specified. 
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ADAMS-RITE 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE 

4512 

Deadlatch 

*1 E74xA5979 

C181 

4520 

Deadlatch 

*1 E74xA5979 

C181 

4521 

Deadlatch 

*1 E74xA5979 

C181 

4522 

Deadlatch 

*1 E74xA5979 

C181 

4530 

Deadlatch 

*1 E74xA5979 

C181 

4531 

Deadlatch 

*1 E74xA5979 

C181 

4532 

Deadlatch 

*1 E74xA5979 

C181 

4540 

Deadlatch 

*1 E74xA5979 

C181 

4541 

Deadlatch 

*1 E74xA5979 

C181 

4542 

Deadlatch 

*1 E74xA5979 

C181 

4550 

Deadlatch 

*1 E74xA5979 

C181 

4551 

Deadlatch 

*1 E74xA5979 

C181 

4552 

Deadlatch 

*1 E74xA5979 

C181 

4560 

Handle 

No Key 


4710 

Deadlatch 

*1 E74xA5979 

C181 

4711 

Deadlatch 

*1 E74xA5979 

C181 

4712 

Deadlatch 

*1 E74xA5979 

C181 

4720 

Deadlatch 

*1 E74xA5979 

C181 

4722 

Deadlatch 

*1 E74xA5979 

C181 

8412 

Panic Device 

1 E72 


8611 X 8066 

Cone. Exit Device 

1 E74 

C181 

8622 

Panic Device 

1 E72 


8622 X 8650 

Cone. Exit Device 

1 E74 

C181 


EQUIV. 


*For aesthetic and security reasons, with 1 E74 Cylinder on 1 -3/4 thick door; recommend R81 0 Ring outside on 
RHRB or LHRB doors, inside on pairs of doors, and inside on single leaf RH or LH doors. And, recommend R710 
Ring inside on single leaf RHRB or LHRB doors or outside on RH or LH doors to clear door stop when space is 
limited. Other Adams-Rite Locks may use other Ring Packages. Locks require one or two cylinders as specified. 
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ADAMS-RITE 


NUMBER ARTICLE 


CAM ORDER 
CODE NO. 


8703 Panic Device 1 E72 

8802 Panic Device 1 E72 


6 


EQUIV. 



ALARM LOCK CORP. 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

PG10 

Pilferguard 

1 E72 Out - Optional 
1E74 Inside 

C4 

#11 

Alarm Lock 

1 E72 Out - Optional 
1 E72 Inside 


PG20 

Alarm Lock 

1 E72 Out - Optional 
1 E74 Inside 

C4 

70 R 

Alarm Lock 

1 E72 Out - Optional 
1 E72 Inside 


250 

Exit Alarm 

1 E72 


265 

Exit Alarm (Delayed Exit) 

1 E72 



EQUIV. 
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AMARLITE 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

PF3 

Concealed Exit Device 
(Integral w/door) 

1 E74 

C221 

None 

Deadlock 

1 E74xA1414 

Cl 34 

None 

Telescoping Bolt 

1 E74 

C4 

None 

Amarlite Adams-Rite DL. 

1 E74xA4445 

Cl 69 

None 

Amarlite Adams-Rite MS 

1 E74xA5979 

C181 

None 

Mort. Spec. 

1 E74xA1247 

C127 
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AMERICAN DEVICE 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

11C 

Concealed Panic Device 

1 E72 


1 1CH 

Concealed Panic Device 

1 E72 


11CHT 

Concealed Panic Device 

1 E72 


1 1CT 

Concealed Panic Device 

1 E72 


1 1 DTx422DT 

Concealed Panic Device 

No Key 


1 1 DTx623DT 

Concealed Panic Device 

No Key 


1 1 EO 

Concealed Panic Device 

No Key 


1 1 LC 

Concealed Panic Device 

1 E74 

C4 

AC12 

Mail Box, Continental 

8L7SPRxA7175-1 


12C 

Concealed Panic Device 

1 E72 


12CH 

Concealed Panic Device 

1 E72 


12CHT 

Concealed Panic Device 

1 E72 


12CT 

Concealed Panic Device 

1 E72 


12DTx422DT 

Concealed Panic Device 

No Key 


12DTx623DT 

Concealed Panic Device 

No Key 


12EO 

Concealed Panic Device 

No Key 


12LC 

Concealed Panic Device 

1 ESPL-7-B35124 

C4 

12LCX422LC 

Concealed Panic Device 

1 ESPL-7-B35124 

C4 

14C 

Surface Panic Device 

1 E72 


14CH 

Surface Panic Device 

1 E72 


14/CHT 

Surface Panic Device 

1 E72 


14CT 

Surface Panic Device 

1 E72 


14DTx422DT 

Surface Panic Device 

No Key 


14DTx623DT 

Surface Panic Device 

No Key 


14EO 

Surface Panic Device 

No Key 


14LC 

Surface Panic Device 

1 ESPL-7-B35124 

C4 
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AMERICAN DEVICE 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

53C 

Ctr. Latch Panic Device 

1 E72 


53C x 26C 

Ctr. Latch Panic Device 

1 E72 


53C x 36DT 

Ctr. Latch Panic Device 

1 E72 


53C x 77C 

Ctr. Latch Panic Device 

1 E72 


53CHT x 26C 

Ctr. Latch Panic Device 

1 E72 


53CHT x 36DT 

Ctr. Latch Panic Device 

1 E72 


53CHT x 77C 

Ctr. Latch Panic Device 

1 E72 


53 DT x 20DT 

Ctr. Latch Panic Device 

No Key 


53DT x 26DT 

Ctr. Latch Panic Device 

No Key 


53DT x 36DT 

Ctr. Latch Panic Device 

No Key 


53DT x 70DT 

Ctr. Latch Panic Device 

No Key 


53 DT x 77DT 

Ctr. Latch Panic Device 

No Key 


53 EO 

Ctr. Latch Panic Device 

No Key 


53K 

Ctr. Latch Panic Device 

No Key 


53K x 14K 

Ctr. Latch Panic Device 

No Key 


53KC 

Ctr. Latch Panic Device 

1 E72 


53KC x 14KC 

Ctr. Latch Panic Device 

1 E72 


53T x 26T 

Ctr. Latch Panic Device 

No Key 


53T x 26T x T8415MP Ctr. Latch Panic Device 

No Key 


53T x 36T 

Ctr. Latch Panic Device 

No Key 


53T x 77T 

Ctr. Latch Panic Device 

No Key 


53TC x 26TC 

Ctr. Latch Panic Device 

1 E72 


53TC x 36T 

Ctr. Latch Panic Device 

1 E72 


53TC x 77TC 

Ctr. Latch Panic Device 

1 E72 


54DT x 20DT 

Two Point Panic Device 

No Key 
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AMERICAN DEVICE 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

54DT x 26DT 

Two Point Panic Device 

No Key 


54DT x 36DT 

Two Point Panic Device 

No Key 


54DT x 70DT 

Two Point Panic Device 

No Key 


54DTx77DT 

Two Point Panic Device 

No Key 


54EO 

Two Point Panic Device 

No Key 


54Kx14K 

Two Point Panic Device 

No Key 


54KCx14KC 

Two Point Panic Device 

1 E72 


54LCx26LC 

Two Point Panic Device 

1 E72 


54LCx36LC 

Two Point Panic Device 

1 E72 


54Tx26T 

Two Point Panic Device 

No Key 


54Tx36T 

Two Point Panic Device 

No Key 


54Tx77T 

Two Point Panic Device 

No Key 


54TCx26TC 

Two Point Panic Device 

1 E72 


54TCx36T 

Two Point Panic Device 

1 E72 


54TCx77TC 

Two Point Panic Device 

1 E72 


55C 

Mortise Panic Device 

1 E74 

C4 

55CxM26C 

Mortise Panic Device 

1 E74 

C4 

55Cx36DT 

Mortise Panic Device 

1 E74 

C4 

55CxM77C 

Mortise Panic Device 

1 E74 

C4 

55DTx20DT 

Mortise Panic Device 

No Key 


55DTx26DT 

Mortise Panic Device 

No Key 


55DTx36DT 

Mortise Panic Device 

No Key 


55DTx70DT 

Mortise Panic Device 

No Key 


55DTx77DT 

Mortise Panic Device 

No Key 


55 EO 

Mortise Panic Device 

No Key 


55KxM14K 

Mortise Panic Device 

No Key 
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AMERICAN DEVICE 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

55KCxM14KC 

Mortise Panic Device 

1 E74 

C4 

55TxM26T 

Mortise Panic Device 

No Key 


55Tx36T 

Mortise Panic Device 

No Key 


55TxM77T 

Mortise Panic Device 

1 E74 

C4 

55TCxM36T 

Mortise Panic Device 

1 E74 

C4 

55TCxM77TC 

Mortise Panic Device 

1 E74 

C4 

63DTB 

Dummy Trim Panic 

No Key 


2000 Series 

Highland Mailbox 

8L7SPRxA71 17 


2600 Series 

Centurian Mailbox 

8L7SPRxA7117 


3000 Series 

Classic Mailbox 

8L7SPRxA7117 


4503 x JP03 


1 E74 

C4 

6302 

Panic Device 

No Key 


6303 

Panic Device 

1 E72 


6305 

Panic Device 

1 E72 


6305 X A105 

Panic Device 

1 E72 


6308 

Panic Device 

1 E72 


6322 

Panic Device 

No Key 


6401 X 64DT 

Panic Device 

No Key 


6405 

Panic Device 

1 E72 


6405 X A105 

Panic Device 

1 E72 


6408 x ELI 08 

Panic Device 

1 E72 


6503 

Panic Device 

1 E74 

C4 

6503 X A103 

Panic Device 

1 E74 

C4 

6508 

Panic Device 

1 E74 

C4 
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ARCHITECTURAL CONTROL SYSTEMS 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

1310 

Key Switch 

1 E74 

C4 
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ARROW 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

A01 

1600N Mortise 

No Key 


34HON 

B01 

1700N Mortise 

No Key 


35HON 

A02 

1600L Mortise 

No Key 


34HOL 

B02 

1700L Mortise 

No Key 


35HOL 

A07 

1600X Mortise 

No Key 

N/A 

N/A 

All 

1600F Mortise 

1 E74xA2770 

C161 

34HF 

B11 

1700F Mortise 

1 E74xA2770 

C161 

35HF 

A12 

1600EW Mortise 

1 E74xA1247 

C127 

34HEW 

B12 

1700EW Mortise 

1 E74xA1247 

C127 

35HEW 

A13 

1600B Mortise 

1 E74xA2770 

C161 

34HB 

B13 

1700B Mortise 

1 E74xA2770 

C161 

35HB 

A15 

1600HFI Mortise 

1 E6G4 (B29760 Assy.) 
1 E7G4 (B29761 Assy.) 

C222 

C222 

34HHF 

B15 

1700HFI Mortise 

1 E6G4 (B29760 Assy.) 
1 E7G4 (B29761 Assy.) 

C222 

C222 

35HHF 

A16 

1600HF Mortise 

1 E6G4 (B29760 Assy.) 
1 E7G4 (B29761 Assy.) 

C222 

C222 

34HHJ 

B16 

1700HF Mortise 

1 E6G4 (B29760 Assy.) 
1 E7G4 (B29761 Assy.) 

C222 

C222 

35HHJ 

A17 

1600J Mortise 

1 E74xA6419 

C191 

34HJ 

B17 

1700J Mortise 

1 E74xA6419 

C191 

35HJ 

A19 

1600FD Mortise 

1 E74xA2770 

C161 

34HFW 

B19 

1700FD Mortise 

1 E74xA2770 

C161 

35HFW 

A21 

1600A Mortise 

1 E74xA2770 

C161 

34HA 

B21 

1700A Mortise 

1 E74xA2770 

C161 

35H_A 

A22 

1600E Mortise 

1 E74xA1247 

C127 

34HE 

B22 

1700E Mortise 

1 E74xA1247 

C127 

35 HE 

A23 

1600D Mortise 

1E74xA1247 

C127 

N/A 
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ARROW 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

B23 

1700D Mortise 

1 E74xA1247 

C127 

N/A 

A24 

1600DW Mortise 

1 E74xA1247 

C127 

N/A 

B24 

1700DW Mortise 

1 E74xA1247 

C127 

N/A 

A31 

1600C Mortise 

1 E74xA2770 (2 Req.) 

C161 

34HC 

B31 

1700C Mortise 

1 E74xA2770 (2 Req.) 

C161 

35HC 

A32 

1600G Mortise 

1 E74xA7190 Outside 
1 E74xA6190 Inside 

Cl 93 
C186 

34H_G 

B32 

1700G Mortise 

1 E74xA7190 Outside 
1 E74xA6190 Inside 

Cl 93 
C186 

35H_G 

A33 

1600WW Mortise 

1 E74xA1247 (2 Req.) 

Cl 27 

34HWW 

B33 

1700WW Mortise 

1 E74xA1247 (2 Req.) 

Cl 27 

35HWW 

A34 

1600AC Mortise 

1 E74xA2770 (2 Req.) 

C161 

34H_W 

B34 

1700AC Mortise 

1 E74xA2770 (2 Req.) 

C161 

35H_W 

A35 

1600 Mortise 

No Adaptation Available 



N40 

836X Deadlock 

No Adaptation Available 



A41 

1600P Mortise 

1 E74xA2770 

C161 

34HP 

N41 

836K Deadlock 

1 E74xA14520 

C208 

38HK 

A42 

1600T Mortise 

1 E74xA2770 (2 Req.) 

C161 

34HT 

N42 

836M Deadlock 

1 E74xA14520 (2 Req.) 

C208 

38HM 

N43 

836L Deadlock 

1 E74xA14520 

C208 

38HL 

A44 

1600S Mortise 

1 E74xA2770 

C161 

34HS 

N44 

836S Deadlock 

1 E74xA14520 

C208 

38HR 

420 

Alarm Exit 

1 E74xA14520 

C208 


430 

Alarm Exit 

1 E74xA14520 

C208 


832K 

Mortise Deadlock 

1 E74xA995 

Cl 18 

38HK 

832L 

Mortise Deadlock 

1 E74xA995 

Cl 18 

38 PU- 

832M 

Mortise Deadlock 

1 E74xA995 (2 Req.) 

Cl 18 

SS H_M 
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ARROW 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

832S 

Mortise Deadlock 

1 E74xA995 

Cl 18 

38HR 

836 

Thumb Turn Deadlock 

No Key 


N/A 

836K 

Cylinder Deadlock 

1 E74xA14520 

C208 

38HK 

836L 

One Way Deadlock 

1 E74xA14520 

C208 

38H_L 

836M 

Double Cylinder Deadlock 

1 E74xA14520 (2 Req.) 

C208 

38HM 

836S 

Schoolhouse Deadlock 

1 E74xA14520 

C208 

38HR 

861 A 

Front Door Lock 

1 E74xA995 

Cl 18 

34HA 

861 AC 

Front Door Lock 

1 E74xA995 (2 Req.) 

Cl 18 

34H_W 

861 B 

Entrance Door Lock 

1 E74xA995 

Cl 18 

34HB 

861 C 

Comm. Door, Latch & DL 

1 E74xA995 (2 Req.) 

Cl 18 

34H_C 

861 D 

Office Lock 

1 E74xA1247 

C127 


861 DW 

Office Lock, Rigid Knob 

1 E74xA1247 

C127 


861 E 

Office Lock 

1 E74xA1247 

C127 

34HE 

861-1/2E* 

Office Lock 

1 E74xA1247 

C127 

34HE 

861 EW 

Office Lock, Rigid Knob 

1 E74xA1247 

C127 

34HEW 

861 F 

Exit Door Lock 

1 E74xA995 

Cl 18 

34HF 

861 FW 

Exit Door Lock 

1 E74xA995 

Cl 18 

34HFW 

861 G 

Apartment, Office, 
Public Toilet Lock 

1 E74xA7190 Outside 
1 E74xA6190 Inside 

C186 
Cl 93 

34HG 

861 H 

Hotel (Use Emergency Key) 

1 E7G4xA995 

Cl 18 

34HH 

861 J 

Classroom Lock 

1 E74xA6419 

C191 

34HJ 

861-1/2J* 

Classroom Lock 

1 E74xA6419 

C191 

34HJ 

861 P 

Deadlock 

1 E74xA995 

Cl 18 

34HP 

861 S 

Deadlock 

1 E74xA995 

Cl 18 

34HS 


‘Suffix 1/2 for antifriction latch does not change adaptation. Change in nomenclature from 861 to 871 is for 3/4" 
latch throw, which does not change adaptation. 
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ARROW 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

EQUIV. 

861T 

Deadlock 

1 E74xA995 (2 Req.) 

Cl 18 

34HT 

861-1/2T* 

Deadlock 

1 E74xA995 (2 Req.) 

Cl 18 

34H_T 

1000 Series 

H_TB Cylindrical 

A9527 


8K 

1600A 

Front Door 

1 E74xA2770 

C161 

34HA 

1600AC 

Front Door 

1 E74xA2770 (2 Req.) 

C161 

34H_W 

1600B 

Entrance 

1 E74xA2770 

C161 

34HB 

1600BW 

Entrance, Rigid Knob 

“ 1 E74xA2770 

C161 

34HBW 

1600C 

Store Door 

1 E74xA2770 (2 Req.) 

C161 

34H_C 

1600D 

Office 

1 E74xA1247 

C127 


1600DW 

Office, Rigid Knob 

1 E74xA1247 

C127 


1600E 

Office Lock 

1 E74xA1247 

C127 

34HE 

1600EW 

Office, Rigid Knob 

1 E74xA1247 

C127 

34H_EW 

1600F 

Exit 

“1 E74xA2770 

C161 

34H_W 

1600FD 

Exit 

1 E74xA2770 

C161 

34HFW 

1600FW 

Exit 

1 E74xA2770 

C161 

34HFD 

1600G 

Apartment, Entrance 

1 E74xA7190 Outside 
1 E74xA6190 Inside 

Cl 93 
C186 

34HG 

1600HF 

Hotel 

*“1 E6G4 (B29760 Assy.) 
*“1 E7G4 (B29761 Assy.) 

C222 

34HH 

1600J 

Classroom 

1 E74xA6419 

C191 

34HJ 

1600L 

Bathroom 

No Key 


34HOL 

1600N 

Continuous Passage 

No Key 


34HON 

1600X 

Out Passage 

No Key 


NA 

1600WW 

Asylum, Utility 

“1 E74xA1247 (2 Req.) 

C127 

NA 

1600P 

Deadlock 

1 E74xA2770 

C161 

34HP 


‘Suffix 1/2 for antifriction latch does not change adaptation. Change in nomenclature from 861 to 871 is for 3/4" 
latch throw, which does not change adaptation. 

“For Best retrofits and Arrow Adaptations with non-coined latch lever (A29414) use A29575 cam (C259). 

‘“For Best HF Function retrofits and Arrow H & HF Function Adaptations with non-coined latch lever (A29414) 
use A23770 cam (C256). Use shifting cam cylinder B29760 (1 E6G4) or B29761 (1 E7G4). 
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ARROW 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

EQUIV. 

1600S 

Deadlock 

1 E74xA2770 

C161 

34HS 

1600T 

Deadlock 

1 E74xA2770 (2 Req.) 

C161 

34H_T 

1700A 

Front Door 

** 1 E74xA2770 

C161 

35 HA 

1700AC 

Front Door 

1 E74xA2770 (2 Req.) 

C161 

35H_W 

1700B 

Entrance 

1 E74xA2770 

C161 

35HB 

1700BW 

Entrance, Rigid Knob 

** 1 E74xA2770 

C161 

35HBW 

1700C 

Store Door 

1 E74xA2770 (2 Req.) 

C161 

35HC 

1700D 

Office 

1 E74xA1247 

C127 


1700DW 

Office, Rigid Knob 

1 E74xA1247 

C127 


1700E 

Office Lock 

1 E74xA1247 

C127 

35H_E 

1700EW 

Office, Rigid Knob 

1 E74xA1247 

C127 

35HEW 

1700F 

Exit 

“1 E74xA2770 

C161 

35 HF 

1700FD 

Exit 

1 E74xA2770 

C161 

35HFW 

1700FW 

Exit 

1 E74xA2770 

C161 

NA 

1700G 

Apartment, Entrance 

1 E74xA7190 Outside 
1 E74xA6190 Inside 

Cl 93 
C186 

35H_G 

1700HF 

Hotel 

*** 1 E6G4 (B29760 Assy.) 
*** 1 E7G4 (B29761 Assy.) 

C222 

C222 

35H_H 

1700J 

Classroom 

1 E74xA6419 

C191 

35H_J 

1700L 

Bathroom 

No Key 


35HOL 

1700N 

Passage 

No Key 


35HON 

1700WW 

Asylum, Utility 

1 E74xA1247 (2 Req.) 

C127 

NA 

FS1701 

Exit Device 

No Key 



FS1705 

Exit Device 

1 ESPL-7-A5994 



S1905 

Exit Device 

1 E74 

C208 


S3808 


1 ESPL-7-A5994 




**For Best retrofits and Arrow adaptations with non coined latch lever (A29414) use A29675 cam (C-259) 

**For Best HF Function retrofits and Arrow FH & HF Function Adaptations with non-coined latch lever (A29414) use 
A23770 cam (C256). Use shifting cam cylinder B29760 (1 E6G4) or B29761 (1 E7G4). (Examine door preparation 
for 9K Compatibility.) 
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ARROW 





CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

5000 Series 

H_DB Cylindrical 

No Adaptation Available 


8K Series 

H Series 

Sierra Lever Handle 

****Use Equiv. 


9K715D 


****Examine door preparation for 9K compatibility. 
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BALDWIN 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

5704 

Deadbolt 

Cannot Adapt 



6001 

Mortise 

1 ESPL-7-B35124 

C4 

34HA 

6010 

Mortise 

1 ESPL-7-B35124 

C4 

34HB 

6020 

Mortise 

1 ESPL-7-B35124 

C4 

34HA 

6030 

Mortise 

1 ESPL-7-B35124(2 Req) 

C4 

34HC 

6050 

Mortise 

1 ESPL-7-B35124 

C4 


6060 

Mortise 

1 ESPL-7-B35124 

C4 

34HE 

6065 

Mortise 

1 ESPL-7-B35124 

C4 

34HEW 

6070 

Mortise 

1 ESPL-7-B35124 

C4 

34HFW 

6080 

Mortise 

1 ESPL-7-B35124(2 Req) 

C4 


6085 

Mortise 

1 ESPL-7-B35124 

C4 


6085 x 5000 

Mortise 

1 ESPL-7-B35124 

C4 


6100 

Mortise 

No Key 


34HOL 

6110 

Mortise 

No Key 


34HON 

6120 

Mortise 

1 ESPL-7-B35124(2 Req) 

C4 

34HC 

6130 

Mortise 

1 ESPL-7-B35124 

C4 

34HJ 

6140 

Mortise 

No Key 


N/A 

6150 

Mortise 

1 ESPL-7-B35124 

C4 

34HP 

6160 

Mortise 

1 ESPL-7-B35124 

C4 

34HS 

6170 

Mortise 

1 ESPL-7-B35124(2 Req) 

C4 

34HT 

6200 

Mortise 

1 ESPL-7-B35124 

C4 

N/A 

6210 

Mortise 

1 ESPL-7-B35124 

C4 

N/A 

6301 

Mortise 

1 ESPL-7-B35124 

C4 


6301 x 5000 

Mortise 

1 ESPL-7-B35124 

C4 


6310 

Mortise 

1 ESPL-7-B35124 

C4 


6330 

Mortise 

1 ESPL-7-B35124 

C4 

N/A 


20 



BALDWIN 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

6375 

Mortise 

1 ESPL-7-B35124 

C4 

6800 

Mortise 

1 ESPL-7-B35124 

C4 

6814 

Mortise 

1 ESPL-7-B35124 

C4 

6859 

Mortise 

No Key 


6860 

Mortise 

1 ESPL-7-B35124 

C4 

6875 

Mortise 

1 ESPL-7-B35124 

C4 

8555 

Deadlock 

1 ESPL-7-B35124 

C4 

8595 

Mortise 

1 ESPL-7-B35124 

C4 


EQUIV. 
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BARROWS 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

5 

Mortise 

1 E74 

C4 

9 

Mortise 

1 E74 

C4 

10 

Rim Lock 

1 E72 


1252 

Mortise 

1 E74xA921 

Cl 14 
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BLUMCRAFT 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE. NO. EQUIV. 

H-100D 

Panic Device 

1 E74 

C4 

H-100A 

Exit Device 

1 E74 

C4 

4110A 

Exit Device 

1 E74 

C4 

DB-160-X 

Deadbolt 

1 E74 

C4 
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BOMMER 


ARTICLE 


ADAPT 


CAM ORDER 
CODE NO. 


EQUIV. 


NUMBER 


6101 

Mail Box Lock 

8L7SPR - A7117 

N/A 

6200 Series 

Mail Box Lock 

8L7SPR - A71 17 

N/A 

6300 Series 

Mail Box Lock 

8L7SPR - A7117 

N/A 

9000 Series 

Must be installed by 
Bommer - no retrofit 

8L7SPR - A71 17 

N/A 
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BRINKS 


NUMBER ARTICLE 

2020FSE Electric Lock 

2050 Electric Deadbolt 

3020 Mortise Deadlatch 

3020 (Specials) Special Mortise D.L. 

3020 Mortise Deadlatch 

(SPL FOR METHODIST HOSPITAL) 

3020FS KCE LSS Mortise Deadlatch 

3020FSE KCE LSS Mortise Deadlatch 

3020KCE Mortise Deadlatch 

3030 KLE Mortise Deadlatch 

3020 Extension Sleeve 

8030 Gate Lock 


ADAPT 

1 E74 
1 E74 

1 E74xA1247 

No Adaptation Available 

1 E74xA21481 (RH) 

1 E74xA21482 (LH) 

*1 ESPL-7-B40130 

*1 ESPL-7-B40130 

*1 ESPL-7-B40130 

1 ESPL-7-B40130 


CAM ORDER 
CODE NO. EQUIV. 

C4 

C4 

C127 


** 1ESPL-7-A27019 (non-handed) 
or 1 ESPL-7-A27022 RH 
or 1 ESPL-7-A27023 LH 

1 E74xC4 


‘The 1 ESPL-7-B40130 Adaptation Cylinder must be sent to Brinks for them to adapt 
to their lock. 

*The (non-handed) adaptation for the 3020 extension sleeve should be used where electrical operation is not 
used. It is recommended that electrical power be disconnected when using this cylinder. The handed 
cylinders are designed to prevent activation of the electrical operation and only allow mechanical operation. 
Currently, we do not supply a core that duplicates the original operation (one key operates electrically 
another key operates mechanically). 
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CECO METAL DOORS 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

EQUIV. 

(Use various Russwin & Yale locksets) 




E12 

Mortise Panic 

1 E74 

C4 

NA 

F23 

Exit Device 

(similar to Corbin 3126) 

1 E74 

C4 


F52 

Exit Device 

(similar to Corbin 3726NT) 

1 E72 



F53 

Exit Device 

1 E72 



Note: 

All F50 are rim devices per Ceco catalog in 1975 Sweets copy. 



El 230 

Mortise 

1 E74 

C4 


FI 230 

Exit Device 

(similar to Corbin 3126NT) 

1 E74 

C4 


E2330 

Mortise Panic 

1 E74 

C4 

NA 

Note: 

The "F" prefix has been obsoleted and changed to the "E" prefix. 
All functions are the same. Only the prefix changed. 


5311 

Mortise 

1 E74xA995 

Cl 18 


5321 

Mortise 

(Russwin A2058-5/8) 

1 E74xA1248 

Cl 28 


A8001 

Entrance 

1 E74xA995 

Cl 18 

34H_S 

A8002 

Entrance 

1 E74xA995 (2 Req.) 

Cl 18 

34HT 

A8003 

Entrance 

1 E74xA995 

Cl 1 8 

34HP 

8010 

Vestibule/Rest Room - 
Single Acting 

No Key 



L8010 

Vestibule/Rest Room - 
Single Acting 

No Key 



8020 

Vestibule/Rest Room - 
Double Acting 

No Key 



L8020 

Vestibule/Rest Room - 
Double Acting 

No Key 



A8022 

Store Door 

1 E74xA995 (2 Req.) 

Cl 18 

34HC 

A8025 

Passage 

No Key 


34HN 

8030 

Vestibule/Locker Room 

No Key 
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CECO METAL DOORS 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

EQUIV. 

A8045 

Classroom 

1 E74xA1249 

Cl 29 

34HJ 

A8048 

Entrance 

1 E74xA995 

Cl 18 

34HA 

A8049 

Special 

No Adaptation Available 


NA 

A8056 

Office 

No Adaptation Available 


34HE 

A8059 

Closet 

No Adaptation Available 


34HEW 

A8061 

Dormitory 

1 E74xA995 

Cl 18 

34HFW 

8410 

Vestibule/Rest Room - 
Single Acting 

No Key 



8411 

Entrance/Locker Room 

1 E74xA995 

Cl 18 


8412 

Entrance 

1 E74xA995 (2 Req.) 

Cl 18 


8414 

Entrance 

1 E74xA995 

Cl 18 


8430 

Vestibule/Locker Room 

No Key 



8431 

Entrance 

1 E74xA995 

Cl 18 
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CHALLENGER 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

1 12B 

Deadlock 

1 E74xA1249 (2 Req.) 

Cl 29 

38HM 

112B RAB 

Deadlock 

1 E74xA1249 

Cl 29 


1 13B 

Deadlock 

1 E74xA1249 

Cl 29 

38HK 

113B RAB 

Deadlock 

1 E74xA1249 

Cl 29 


1 14B 

Deadlock 

1 E74xA1249 

Cl 29 

38HL 

1 14B RAB 

Deadlock 

1 E74xA1249 

Cl 29 

38H_L 

1 15B 

Deadlock 

1 E74xA1249 

Cl 29 

38 HR 

116 

Bolt 

No Key 



122B 

Deadlock 

1 E74xA490 (2 Req.) 

Cl 02 


123B 

Deadlock 

1 E74xA490 

Cl 02 


124B 

Deadlock 

1 E74xA490 

Cl 02 


125B 

Deadlock 

1 E74xA921 

Cl 14 


127B 

Deadlock 

1 E74xA921 (2 Req.) 

Cl 14 


200S 

Passage Latch 

No Key 


34HON 

210 

Bathroom Lock 

No Key 


34HOL 

231 

Communicating Lock 

No Key 



251 B 

Communicating Lock 

1 E74xA1247 

C127 


254B 

Storeroom Lock 

1 E74xA1247 

C127 

34H_C(1Cyl) 

255B 

Storeroom Lock 

1 E74xA1247 

C127 

34HB 

260DB 

Office Lock 

1 E74xA1247 

C127 

34HE 

260SB 

Vestibule or Office 

1 E74xA1247 

C127 


263B 

Front Door Lock 

1 E74xA1247 

C127 

34HA 

H263B 

Entrance Handle Lock 

1 E74xA1247 

Cl 27 


271 DB 

Public Toilet Lock 

1 E74xA1247 (2 Req.) 

C127 

34H_G 

271 SB 

Public Toilet Lock 

1 E74xA1247 (2 Req.) 

C127 

34HG 

280DB 

Classroom Lock 

1 E74xA1247 

C127 

34HJ 

280SB 

Classroom Lock 

1 E74xA1247 

C127 

34HJ 
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CHALLENGER 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

EQUIV. 

281 B 

Communicating Lock 

1E74xA1247 (2 Req.) 

C127 


282B 

Storeroom Lock 

1 E74xA1247 (2 Req.) 

C127 

34H_C 

H282B 

Entrance Handle Store 
Door Lock 

1 E74xA1247 (2 Req.) 

C127 


290DB 

Storeroom Lock 

1 E74xA1247 

C127 

34HEW 

290SB 

Storeroom Lock 

1 E74xA1247 

C127 


292B 

Deadlock 

1 E74xA1247 (2 Req.) 

C127 

34HT 

293B 

Deadlock 

1 E74xA1247 

C127 

34HP 

294B 

Deadlock 

1 E74xA1247 

C127 

34HS 

300S 

Passage Latch 

No Key 


34HON 

310 

Bathroom Lock 

No Key 


34HOL 

331 

Communicating Lock 

No Key 



351 B 

Communicating Lock 

1 E74xA1247 

C127 


354B 

Storeroom Lock 

1 E74xA1247 

C127 

34H C (1 Cyl) 

355B 

Storeroom Lock 

1 E74xA1247 

C127 

34HB 

360DB 

Office Lock 

1 E74xA1247 

C127 

34H_E 

360SB 

Vestibule or Office 

1 E74xA1247 

C127 


363B 

Entrance Handle Lock 

1 E74xA1247 

C127 

34HA 

H363B 

Entrance Handle Lock 

1 E74xA1247 

C127 


371 DB 

Public Toilet Lock 

1 E74xA1247 (2 Req.) 

C127 

34HG 

H371B 

Entrance Handle Lock 

1 E74xA1247 (2 Req.) 

C127 


371 SB 

Public Toilet Lock 

1 E74xA1247 (2 Req.) 

C127 

34H_G 

372B 

Hotel Lock 

No Adaptation Available 



373B 

Hotel Lock 

No Adaptation Available 



380DB 

Classroom Lock 

1 E74xA1247 

C127 

34HJ 

380SB 

Classroom Lock 

1 E74xA1247 

C127 

34HJ 

381 B 

Communicating Lock 

1 E74xA1247 (2 Req.) 

C127 
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CHALLENGER 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

EQUIV. 

382B 

Storeroom Lock 

1 E74xA1247 (2 Req.) 

C127 

34HC 

H382B 

Entrance Handle Store 
Door Lock 

1 E74xA1247 (2 Req.) 

C127 


390DB 

Storeroom Lock 

1 E74xA1247 

C127 

34HEW 

390SB 

Storeroom Lock 

1 E74xA1247 

C127 


392B 

Deadlock 

1 E74xA1247 (2 Req.) 

C127 

34H_T 

393B 

Deadlock 

1 E74xA1247 

C127 

34HP 

394B 

Deadlock 

1 E74xA1247 

C127 

34HS 

396 

Bolt 

No Key 



400D-3/4 

Knob Latch Reg. 

No Key 


34HON 

460DB-3/4 

Office Door Lock 

1 E74xA1247 Cl 27 



471 DB-3/4 

Entrance Door Lock 

1 E74xA1247 (2 Req.) 

C127 

34HG 

480 

Dead Bolt 

1 E74xA1247 

C127 


500 

No adaptation for this series 





CYLINDRICAL LOCKSETS - MEDIUM DUTY 



800S 

Passage 

No Key 


62KON 

803S 

Closet Latch 

No Key 


62KON 

804D 

Exit Latch 

No Key 



81 OS 

Bathroom - Bedroom 

No Key 


62KOL 

812D 

Communicating Lock 

No Key 



820D 

Patio Lock 

No Key 


62KOP 

830D 

Exit Latch 

No Key 



833D 

Twin Communicating Lock 

No Key 



840 D 

Exit Latch 

No Key 



850DC 

Office Door Lock 

Cannot Adapt 


62KAB 

855DC 

Dorm & Motel Lock 

Cannot Adapt 



860DC 

Exterior Lock 

Cannot Adapt 


62KAB 
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CHALLENGER 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT CODE NO. 

EQUIV. 

870DC 

All Purpose Lock 

Cannot Adapt 

62KAB 

871 DC 

Entrance Lock 

Cannot Adapt 


872DC 

Motel & Hotel Lock 

Cannot Adapt 


877DC 

Service Station Lock 

Cannot Adapt 

62KE 

880DC 

Classroom Lock 

Cannot Adapt 

62KR 

881 DC 

Communicating Lock 

Cannot Adapt 


882DC 

Store Door Lock 

Cannot Adapt 


883DC 

Closet Latch 

Cannot Adapt 


884DC 

Cabinet Lock 

Cannot Adapt 


890DC 

Storeroom Lock 

Cannot Adapt 

62KD 

891 DC 

Fixed Knob 

Cannot Adapt 


893DC 

Storeroom Closet Latch 

Cannot Adapt 


894DC 

Cabinet Lock 

Cannot Adapt 


898DC 

Double Cylinder Lock 

Cannot Adapt 



CYLINDRICAL LOCKSETS - HEAVY DUTY 


900 Series 

Knob Adaptation 

No Adaptation Available 

8K Series 

X900 

Dummy 

No Key 


X900WT 

Working Trim 

No Key 


900S 

Passage Latch 



900S-3/4 

Passage Latch 

No Key 

83KOZ-3/4 

903S 

Closet Latch 

No Key 

83KOZ 

904D 

Exit Latch 

No Key 

83KOY 

91 OS 

Privacy Lock 

No Key 

83KOL 

920D 

Patio Lock 

No Key 

83KOP 

930 

Exit Lock 

No Key 

83KOQ 

931 D 

Communicating Lock 

No Key 

83KOM 

933D 

Communicating Lock 

No Key 
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CHALLENGER 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

940 D 

Exit Lock 

No Key 


83KONX 

950DP 

Office Lock 

Cannot Adapt 


83 KB 

955 DP 

Dorm Lock 

Cannot Adapt 


83KT 

960DP 

Exterior Lock 

Cannot Adapt 


83KA 

960DP-3/4 

Exterior Lock 

Cannot Adapt 


83KA-3/4 

970DP 

All Purpose Lock 

Cannot Adapt 


83KAB 

971 DP 

Entrance Lock 

Cannot Adapt 


83KC 

871 DP-3/4 

Entrance Lock 

Cannot Adapt 


83KC-3/4 

972 DP 

Hotel Lock 

Cannot Adapt 


83KH 

975 DP 

Communicating Lock 

Cannot Adapt 



977DP 

Service Station Lock 

Cannot Adapt 


83KE 

980DP 

Classroom Lock 

Cannot Adapt 


83KR 

980DP-HB 

Classroom Lock/Holdback 

Cannot Adapt 



981 DP 

Communicating Lock 

Cannot Adapt 


83KS 

982 DP 

Storeroom Lock 

Cannot Adapt 


83 KG 

983DP-HB 

Store Door Holdback 

Cannot Adapt 



983 DP 

Closet Latch 

Cannot Adapt 



984DP 

Cabinet Lock 

Cannot Adapt 



985 DP 

Communicating Lock 

Cannot Adapt 



987DP 

Exit Lock 

Cannot Adapt 



988 DP 

Institution 

Cannot Adapt 



989 DP 

Institution 

Cannot Adapt 



990DP 

Storeroom Lock 

Cannot Adapt 


83KD 

991 DP 

Fixed Knob Lock 

Cannot Adapt 


83K_W 

993 DP 

Storeroom Closet Latch 

Cannot Adapt 



994DP 

Cabinet Lock 

Cannot Adapt 



998 DP 

Double Cylinder Lock 

Cannot Adapt 
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CHALLENGER 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

H2380M 

Panic Device 

1 E74 

C4 

H2380V 

Vertical Rod Panic Device 

A8736 
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COOKSON CO. 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

None 

Rolling grilles that use 
a Welch #207 

1 E74xR710 

C4 

None 

Rolling grilles that use 
MS cam. 

1 E74X5979 

C181 
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CORBIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

29x52BK 

Exit Device 

1 ESPL-7-A35297-R81 1 

Cl 01 (2 cams) 

30x52BL 

Exit Device 

1 ESPL-7-A35297-R81 1 

Cl 01 (2 cams) 

30Ux51 AL 977L 

Vertical Rod Exit 

No Key 


30Ux52BK 

Exit Device 

1 ESPL-7-A35297-R81 1 

Cl 01 (2 cams) 

30Ux52BL 977L 

Vertical Rod Exit 

1 ESPL-7-A35297-R81 1 

Cl 01 (2 cams) 

35U-5MBL 

Mortise Exit 

1 E74 

Cl 29 

39x32 P 

Exit Device 

1 E72 


39x52BL 

Exit Device 

1 ESPL-7-A35297-R81 1 

Cl 01 (2 cams) 

39Ux52BK 

Exit Device 

1 ESPL-7-A35297-R81 1 

Cl 01 (2 cams) 

39Ux52BL 

Exit Device 

1 ESPL-7-A35297-R81 1 

Cl 01 (2 cams) 

49 Series 

Panic Devices 

1 E72 (Outside) 


49DCx521 1 

Rim Exit Device 

1 E72 (Outside) 


37 Trim for 3727 

Rim Device 

1E74(Cyl Dog Inside) C4 
1 ESPL-7-A35297-R81 1 

Cl 01 (2 cams) 

120 

Exit Device 

No Key 


121 

Exit Device 

1 E72 


122 

Exit Device 

No Key 


122NB 

Exit Device 

No Key 


122x121 

Exit Device 

1 E72 


122x122 

Exit Device 

No Key 


122x126 

Exit Device 

1 E74 

C4 

122x126NT 

Exit Device 

1 E74 

C4 

122x126-1/2 

Exit Device 

No Adaptation Available 


122x1 26-1 /2NT 

Exit Device 

No Adaptation Available 


122x127 

Exit Device 

1 E74 

C4 

122x127-1/2 

Exit Device 

No Adaptation Available 


122x128 

Exit Device 

1 E72 


122x129 

Exit Device 

No Key 


122x131 

Exit Device 

1 E72 



EQUIV. 
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CORBIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

122x138 

Exit Device 

1 E72 


124 

Exit Device 

1 E72 


125 

Exit Device 

1 E72 


126 

Exit Device 

1 E74 

C4 

126NT 

Exit Device 

1 E74 

C4 

126-1/2 

Exit Device 

No Adaptation Available 


126-1/2NT 

Exit Device 

No Adaptation Available 


127 

Exit Device 

1 E74 

C4 

127-1/2 

Exit Device 

No Adaptation Available 


128 

Exit Device 

1 E72 


129 

Exit Device 

No Key 


131 

Exit Device 

1 E72 


134 

Sliding Door Lock 

1 E74 (2 Req.) 

C4 

134-1/4 

Sliding Door Lock 

1 E74 

C4 

134-3/4 

Sliding Door Lock 

1 E74 

C4 

135 

Exit Device 

1 E72 


138 

Exit Device 

1 E72 


140 

Exit Device 

No Key 


142 

Exit Device 

No Key 


144 

Bit Key 

Cannot Adapt 

38HM 

144MK 

Bit Key 

Cannot Adapt 

38HM 

146 

Exit Lever 

1 E74 

C4 

146-1/2 

Exit Lever 

1 E74 (2 Req.) 

C4 

147 

Exit Lever 

1 E74 

C4 

147MK 

Bit Key 

Cannot Adapt 

38HM 

147-1/2 

Exit Lever 

1 E74 (2 Req.) 

C4 

149 

Exit Lever 

No Key 



36 



CORBIN 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

150 

Mail Box 

No Adaptation Available 


151 

Mail Box 

No Adaptation Available 


152A 

Mail Box 

No Adaptation Available 


153 

Mail Box 

No Adaptation Available 


0157 

Bit Key 

Cannot Adapt 

38HM 

158 

Mortise Classroom 

1 E74 

C4 38HR 

158-1/4 

Mortise Classroom 

1 E74 (2 Req.) 

C4 

0174 

Mortise Lock 

No Key 


202 

Garage Lock 

1 E72x1 ES4 


245 

Cylinder 

A7517 


250-1/2 

Key Plug 

Cannot Adapt 


252 

Cylinder 

1 E04 


252-1/2 

Cylinder 

3E04 


253 

Cylinder 

1 E74 


253Y 

Cylinder 

No Adaptation Available 


253Z 

Cylinder 

A8737 RHO, LHI 
A8740 LHO, RHI 


253-1/4 

Cylinder 

1 E74xA995 

Cl 18 

253-1 /4H 

Cylinder 

No Adaptation Available 


253-1/2 

Cylinder 

3E74 


253-1 /2Z 

Cylinder 

No Adaptation Available 


253-5/8 

Cylinder 

No Adaptation Available 


253-3/4 

Cylinder 

No Adaptation Available 


253-7/8 

Cylinder 

No Adaptation Available 


254 

Cylinder 

No Adaptation Available 


258 

Cylinder 

No Adaptation Available 


259 

Cylinder 

1E7A4 
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CORBIN 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

259-1/4 

Cylinder 

1 E74xA995 

Cl 18 

261 

Cylinder 

1 E72 


261-1/2 

Cylinder 

No Adaptation Available 


263-1/2 

Cylinder 

3E74 


300 

Communicating Unit 

No Key 

N/A 

301 D 

Closet Unit Lock 

*A7693 

N/A 

310 

Passage Unit Lock 

No Key 

N/A 

320 

Privacy Unit Lock 

No Key 

N/A 

320x320 

Exit Device 

No Key 


320x326 

Exit Device 

1 E74 

C4 

320x326NT 

Exit Device 

1 E74 

C4 

320x326-1/2 

Exit Device 

No Adaptation Available 


320x326-1 /2NT 

Exit Device 

No Adaptation Available 


320x327 

Exit Device 

1 E74 

C4 

320x327-1/2 

Exit Device 

No Adaptation Available 


320x329 

Exit Device 

No Key 


320Y 

Privacy Unit Lock 

No Key 

N/A 

322D 

Store Door Unit 

*A7693 (2 Req.) 

N/A 

323D 

Store Door Unit 

*A7693 

N/A 

326 

Exit Device 

1 E74 

C4 

326NT 

Exit Device 

1 E74 

C4 

326-1/2 

Exit Device 

No Adaptation Available 


326-1 /2NT 

Exit Device 

No Adaptation Available 


327 

Hotel Unit Lock 

Cannot Adapt 



*A7693 is a Round Knob Contour. This adaptation is for locks with a unified design Corbin Core. Older locks may 
require a different adaptation based on throw member. 
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CORBIN 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO.EQUIV. 

327-1/2 

Exit Device 

No Adaptation Available 


329 

Hotel Unit Lock 

Cannot Adapt 


332 

Institution Unit 

* A7693 (2 Req.) 

N/A 

341 

Patio Unit Lock 

No Key 

N/A 

346 

Night Latch 

1 E72 


351 

Entrance Unit Lock 

*A7693 

N/A 

354 

Office Unit Lock 

*A7693 (2 Req.) 

N/A 

355 

Classroom Unit Lock 

*A7693 

N/A 

355-1/4 

Hospital Unit Lock 

*A7693 

N/A 

356 

Patio Unit Lock 

*A7693 

N/A 

357 

Storeroom Unit Lock 

*A7693 

N/A 

360 

Deadlock 

1 E72 


360-1/2 

Deadlock 

1 ESPL-7-A08679 


361 

Office Unit Lock 

*A7693 

N/A 

365 

Dormitory Unit Lock 

*A7693 

N/A 

366 

Night Latch 

No Adaptation Available 


0371 CX 

Cabinet Lock 

Cannot Adapt 

5LMD3 

375 

Dormitory Unit Lock 

*A7693 

N/A 

387 

Closet Unit Lock 

*A7693 

N/A 

388 

Store Door Unit Lock 

*A7693 (2 Req.) 

N/A 

400 

Cylindrical 

No Key 


402 

Cylindrical 

No Adaptation Available 


404 

Cylindrical 

No Adaptation Available 

83KS 


*A7693 is a Round Knob Contour. This adaptation is for locks with a unified design Corbin Core. Older locks may 
require a different adaptation based on throw member. 
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CORBIN 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

405 

Cylindrical 

No Adaptation Available 



410 

Passage 

No Key 


83KON 

412AR 

Mortise Deadlock 

1 E74xA1247 

C127 

38HM 

415 

Exit Lock 

No Key 


83KONX 

419 

Lockset 

No Key 


83KOZ 

420 

Bathroom 

No Key 


83KOL 

420Y 

Bathroom 

No Key 



421 

Mortise Deadlock 

1 E74xA14472 

C210 


422 

Mortise Deadlock 

1 E74xA14472 (2 Req.) 

C210 


423 

Mortise Deadlock 

1 E74xA14472 

C210 


427 

Mortise Deadlock Classroom 

1 E74xA14472 

C210 


428 

Hotel H.D. Cylindrical 

Cannot Adapt 


83KH 

429 

Hotel H.D. Cylindrical 

Cannot Adapt 


83KH 

432 

Institution 

A7048 (2 Req.) 


83K_W 

441 

Privacy 

No Key 


83KOP 

444 

Exit Door 

No Key 


83KOQ 

451 

Entrance 

A7048 


83KA 

454 

Entrance 

No Adaptation Available 


83KC 

455 

Classroom 

No Adaptation Available 


83KR 

455-1/4 

Cylindrical Lock 

No Adaptation Available 



455-3/4 

Cylindrical Lock 

No Adaptation Available 



456 

Cylindrical Lock 

No Adaptation Available 



457 

Storeroom 

A7048 


83KD 

459 

Lockset 

A7048 



461 

Office Lock 

No Adaptation Available 


83 KB 
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CORBIN 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

462 

Lockset 

No Adaptation Available 

83KAB 

463 

Service Station 

No Adaptation Available 

83KE 

465 

Dormitory 

A7090 

83KT 

469 

Lockset 

No Adaptation Available 


487 

Lockset 

No Adaptation Available 


488 

Storeroom Door 

No Adaptation Available 

83K_G 

500 

Communicating 

No Key 


500D 

Communicating 

No Key 


507D 

Communicating 

No Adaptation Available 


508D 

Communicating 

No Adaptation Available 


510 

Passage Lock 

No Key 


510-3/4 

Passage Lock 

No Key 


520 

Privacy Lock 

No Key 


520D 

Privacy Lock 

No Key 


522 

Entrance Lock 

No Adaptation Available 


523 

Entrance Lock 

No Adaptation Available 


528 

Mortise Latch 

1 E74 

C4 

528-1/2 

Mortise Latch 

1 E74 (2 Req.) 

C4 

529 

Hotel Lock 

No Adaptation Available 


531 

Mortise Lock 

No Adaptation Available 


532 

Fixed Knobs 

No Adaptation Available 


0538-1/4 

Mortise Hotel 

No Adaptation Available 


0538-1/2 

Mortise Hotel 

No Adaptation Available 


0538-3/4 

Mortise Hotel 

No Adaptation Available 


540 

Mortise Hotel 

No Adaptation Available 
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CORBIN 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

542 

Mortise Hotel 

No Adaptation Available 


543 

Entrance Lock 

No Adaptation Available 


544 

Mortise Hotel 

No Adaptation Available 


546 

Mortise Hotel 

No Adaptation Available 


0547-3/4 

Mortise Latch 

1 E74 

C4 

0548 

Mortise Latch 

1 E74 

C4 

0548-1/2 

Mortise Latch 

1 E74 (2 Req.) 

C4 

551 

Entrance Lock 

No Adaptation Available 


553 

Entrance Lock 

No Adaptation Available 


554 

Vestibule Lock 

No Adaptation Available 


554-3/4 

Firedoor 

No Adaptation Available 


555 

Classroom 

No Adaptation Available 


557 

Storeroom 

No AdaptationAvailable 


578 

Mortise Latch 

1 E74 

C4 

578-1/2 

Mortise Latch 

1 E74 (2 Req.) 

C4 

588 

Store Door 

No Adaptation Available 


589 

Closet Lock 

No Adaptation Available 


592 

Mortise Lock 

1 E74 (2 Req.) 

C4 

593 

Mortise Lock 

1 E74 

C4 

598 

Asylum Lock 

No Adaptation Available 


600 

Lockset 

No Key 


603 

Cylindrical Deadlock 

No Key 


610 

Passage Lock 

No Key 

62KON 

611 

Cylindrical Deadlock 

1 E74xA1 172 

Cl 21 83T_L 

612 

Double Cylinder Deadlock 

1 E74xA1 172 (2 Req.) 

Cl 21 83TM 
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CORBIN 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

613 

Cylindrical Deadlock 

1 E74xA1 172 

C121 

83TK 

615 

Exit Latch 

No Key 



617 

Cyl. Tubular Deadlock 

1 E74xA1 172 

C121 

83T_S 

620 

Bathroom Lock 

No Key 


62KOL 

621 

Deadlock 

1 E74xA5979 

C181 


622 

Deadlock 

1 E74xA5979 

C181 


623 

Deadlock 

1 E74xA5979 

C181 


627 

Old Hotel Lock 

Cannot Adapt 



627 

Tubular Deadlock 

No Adaptation Available 



629 

Old Hotel Lock 

Cannot Adapt 



641 

Lockset 

No Key 


62KOP 

644 

Exit Latch 

No Key 



651 

Office Lock 

Cannot Adapt 


62KAB 

655 

Classroom 

Cannot Adapt 


62KR 

657 

Storeroom 

Cannot Adapt 


62KD 

661 

Office Lock 

Cannot Adapt 


62KAB 

662 

General 

Cannot Adapt 


62KAB 

663 

Service Station 

Cannot Adapt 


62KE 

674 

Institution 

Cannot Adapt 



675 

Communicating 

Cannot Adapt 



0686X 

Cabinet 

Cannot Adapt 


5LMD2 

0695-3/4 

Bit Key Lock 

Cannot Adapt 



709 

Closet Door 

Cannot Adapt 



710 

Passage 

No Key 



720 

Privacy 

No Key 



720Y 

Privacy 

No Key 



721 

Patio 

No Key 
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CORBIN 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT CODE NO. 

EQUIV. 

724 

Exit 

No Key 


726U 

Exit Device 

1 E72 


727U 

Exit Device 

1 E72 


729U 

Exit Device 

No Key 


729 1/4U 

Exit Device 

1 E72 


731 

Entrance 

Cannot Adapt 


741 

Patio 

No Key 


744 

Exit 

No Key 


751 

Entrance 

Cannot Adapt 


760 

Tubular 

A7517 


761 

Exterior 

Cannot Adapt 


771 

Exterior 

Cannot Adapt 


779 

Cupboard 

Cannot Adapt 


800 Series 

#75 Lever Handle 

“Use Equiv. 

9K716D 

800 Series 

#77 Lever Handle 

“Use Equiv. 

9K7_15D 

845 

Latch Only 



900 

Communicating 

No Key 


901 D 

Communicating 

No Adaptation Available 


902 

Communicating 

No Adaptation Available 


910 

Passage 

No Key 


915 

Exit Lock 

No Key 


920 

Privacy 

No Key 


920Y 

Privacy 

No Key 


921 

Patio 

No Key 


922 D 

Entrance 

No Adaptation Available 



‘‘Examine door preparation for 9K compatibility. 
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CORBIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

923D 

Entrance 

No Adaptation Available 


924D 

Patio 

No Key 


927 

Hotel 

No Adaptation Available 


929 

Hotel 

No Adaptation Available 


932 

Lockset 

No Adaptation Available 


941 

Patio 

No Key 


944 

Patio 

No Key 


951 

Entrance 

No Adaptation Available 


954 

Lockset 

No Adaptation Available 


955 

Classroom 

No Adaptation Available 


955-1/4 

Classroom 

No Adaptation Available 


955-1/2 

Asylum 

No Adaptation Available 


956 

Patio 

No Adaptation Available 


956D 

Patio 

No Adaptation Available 


957 

Storeroom 

No Adaptation Available 


961 

Office 

No Adaptation Available 


964 

Vestibule 

No Adaptation Available 


965 

Dormitory 

No Adaptation Available 


975 

Dormitory 

No Adaptation Available 


987 

Closet 

No Adaptation Available 


988 

Store Door 

No Adaptation Available 


989 

Institution 

No Adaptation Available 


1061 

Exit Device 

1 E74 

C4 

1062 

Exit Fixture 

No Key 


1063 

Fixture 

1 E74 

C4 
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CORBIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

1068 

Fixture 

1 E74 

C4 

1303-3/4 

Mortise Lock 

1 E74 

C4 

01329 

Fixture 

1 E74xA40088 Outside 
A8727 Inside (Specify hand) 

C234 

1341 

Lock 

1 E74 

C4 

1341 RAB 

Lock 

1 E74 

C4 

1386 

Lock 

3E74 (2 Req.) 

C3 

1392 

Lock 

1 E74 (2 Req.) 

C4 

1394 

Lock 

1 E74 (2 Req.) 

C4 

1395 

Lock 

A593 
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CORBIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

1500 

Communicating 

No Key 


1512 

Bit Key 

Cannot Adapt 


1520 

Bedroom 

No Key 


1522 

Bit Key 

Cannot Adapt 


1522 RAB 

Bit Key 

Cannot Adapt 


1700 

Communicating 

No Key 


1720 

Bedroom 

No Key 


1722 

Bit Key 

Cannot Adapt 


1812 

Bit Key 

Cannot Adapt 


1822 

Bit Key 

Cannot Adapt 


2060 

3 Point Lock 

No Adaptation Available 


2060-1/2 

3 Point Lock 

No Key 


2060-5/8 

3 Point Lock 

No Adaptation Available 


2060-3/4 

3 Point Lock 

No Adaptation Available 


2061 

Exit Device 

1 E74 

C4 

2062 

Exit Panic Lock 

None 


2063 

Exit Device 

1 E74 

C4 

2063x4379-1/4 

3 Point Lock 

No Adaptation Available 


2065 

3 Point Lock 

No Adaptation Available 


2065-1/2 

3 Point Lock 

No Key 


2065-5/8 

3 Point Lock 

No Adaptation Available 


2065-3/4 

3 Point Lock 

No Adaptation Available 


2068 

Exit Panic Lock 

1 E74 

C4 

02291 S 

Sliding Door 

Cannot Adapt 


2715 

Utility Cyl. 

Cannot Adapt 


2716 

Utility Cyl. 

Cannot Adapt 


2717 

Utility Cyl. 

Cannot Adapt 
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NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

2826NT 

Exit Bolt 

1 E72 


2829 

Exit Device 

No key 


2829-1/4 

Exit Device 

1 E72 


2927 

Exit Device 

1 E72 


2927-1/2 

Exit Device 

1 E72 Outside 
A4317 Inside 


2936 

Exit Device 

1 E72 


2936NT 

Exit Device 

1 E72 


2936-1/2 

Exit Device 

1 E72 Outside 
A4317 Inside 


2939 

Exit Device 

No Key 


2939-1/4 

Exit Device 

1 E72 


3000 

3 Point Lock 

3E74 

C3 

3001 

3 Point Lock 

3E74 

C3 

3002 

3 Point Lock 

No Key 


3010 

3 Point Lock 

3E74 

C3 

3062 

Exit Device 

No Key 


3062 U 

Exit Device 

No Key 


3068 

Concealed Vert. Rod 

1 E74 

C4 

3068 U 

Concealed Vert. Rod 

1 E74 

C4 

3098 U 863 

Concealed Vert. Rod 

1 E74 

C4 

3120 

Rim Panic 

No Key 


3121 

Rim Panic 

1 E72 


3122 

Rim Panic 

No Key 


3124 

Rim Panic 

1 E72 


3125 

Rim Panic 

1 E72 


3126 

Mortise Panic 

*1 E64 (Min. Size) 

C4 
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CORBIN 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

3126NT 

Mortise Panic 

*1 E64 (Min. Size) 

C4 

3126 U x31M 

Mortise Panic 

*1 E64 (Min. Size) 

C4 

3126-1/2 

Mortise Panic 

1 E74-44 I/S, 1 E74 O/S 

C4 

3126-1/2NT 

Mortise Panic 

1 E74-44 I/S, 1 E74 O/S 

C4 

3127 

Mortise Panic 

“ 1E74-22 

C4 

3127 U 

(U.L. Fire) Panic 

“ 1E74-22 

C4 

3127-1/2 

Mortise Panic 

“ 1 E74-22 Outside 

C4 



1E74-44 In (2-3/4 Cyl) 

C4 

3127-027M 

Exit Device 

“ 1E74-22 

C4 

3128 

Rim Panic 

1 E72 


3129 

Mortise Panic 

No Key 


3130 

Rim Panic 

No Key 


3131 

Rim Panic 

1 E72 


3132 

Rim Panic 

No Key 


3134 

Rim Panic 

1 E72 


3135 

Rim Panic 

1 E72 


3136 

Mortise Panic 

*1 E64 (Min. Size) 

C4 

3136NT 

Mortise Panic 

*1 E64 (Min. Size) 

C4 

3136-1/2 

Mortise Panic 

No Adaptation Available 


3136-1/2NT 

Mortise Panic 

No Adaptation Available 


3137 

Mortise Panic 

“1 E74-22 

C4 

3137-1/2 

Mortise Panic 

No Adaptation Available 


3138 

Rim Panic 

1 E72 


3139 

Mortise Panic 

No Key 


3145 

Rim Panic 

1 E72 



EQUIV. 


‘Only used if no M.R. (Master Ring) cylinder is specified. 
“1-3/8" Best Cylinder Equivalent to 1-1/2" Corbin Cylinder. 
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CAM ORDER 


NUMBER 

ARTICLE 

ADAPT CODE NO. 

3146 

Rim Panic 

1 E72 

3148 

Rim Panic 

1 E72 

3149 

Rim Panic 

1 E72 

3155 

Rim Panic 

1 E72 

3156 

Rim Panic 

1 E72 

3158 

Rim Panic 

1 E72 

3159 

Rim Panic 

1 E72 

3220 U X310NT 

Rim Panic 

1 E72 

3224 U 

Rim Panic 

1 E72 

3225 U 

Rim Panic 

1 E72 

3225 U x 27B 

Rim Panic 

1 E72 

3530 

Rim Panic 

Cannot Adapt 

3726 

Rim Panic 

1 ESPL-7-B40145 

3726NT 

Rim Panic 

1 ESPL-7-B40145 

Note: An 8 prefix for the 3726NT is a Corbin option and does not 
change the Best cylinder that may be used to adapt the lock. 

3726-1/2 

Rim Panic 

1 ESPL-7-B40145 Outside 
No Adaptation Available Inside Cylinder 

3727 

Rim Panic 

1 ESPL-7-B40145 

3727-1/2 

Rim Panic 

1 ESPL-7-B40145 Outside 
No Adaptation Available Inside Cylinder 

3727-37 

Rim Panic 

1 ESPL-7-A35297-R81 1 Cl 01 (2 cams) 

3729 

Rim Panic 

No Key 

3729-1/4 

Rim Panic 

1 E72 

3736 

Rim Panic 

1 E72 

3736-1/2 

Rim Panic 

1 E72 Outside 

No Adaptation Available Inside 

3737 

Rim Panic 

1 E72 

3737-1/2 

Rim Panic 

1 E72 Outside 


1E64xA1 9682 Inside Cl 30 

or 1E74xA1 9683 Inside C130 


EQUIV. 
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CORBIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

3739 

Rim Panic 

No Key 


3739-1/4 

Rim Panic 

1 E72 


3826NT 

Rim Panic 

1 E72 


3829 

Rim Panic 

No Key 


3829-1/4 

Rim Panic 

1 E72 


4000 

Lockset 

No Key 


4001 

Lockset 

3E74 

C3 

4002 

Lockset 

3E74 (2 Req.) 

C3 

4003 

Lockset 

3E74 

C3 

4021 

Lockset 

1 E74 

C4 

4022 

Lockset 

1 E74 (2 Req.) 

C4 

4023 

Lockset 

1 E74 

C4 

4055 

Lockset 

1 E74 

C4 

4061 

Exit Device 

1 E74 

C4 

4063 

Exit Device 

1 E74 

C4 

4065 

Exit Device 

1 ESPL-7-A14227 

Use Original Corbin 
Cam & Hex Nut 

4068 

Exit Device 

1 E74 

C4 

4126 

Exit Device 

1 E74 

C4 

4126NT 

Exit Device 

1 E74 

C4 

4127K 

Exit Device 

1 E74 Min. Length 

C4 

4129 

Exit Device 

No Key 


4161 

Exit Device 

1 E74 

C4 

4162 

Exit Device 

No Key 


4163 

Exit Device 

1 E74 

C4 

4168 

Exit Device 

1 E74 

C4 

4518 

Rim Lock 

Cannot Adapt 
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NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

4530 

Rim Lock 

Cannot Adapt 


4551 

Rim Lock 

Cannot Adapt 


4570 

Rim Lock 

1 E72 


4581 

Rim Lock 

1 E74 

C4 

4631 

Medium Cyl. 

Cannot Adapt 


4651 

Medium Cyl. 

Cannot Adapt 


4655 

Medium Cyl. 

Cannot Adapt 


4657 

Medium Cyl. 

Cannot Adapt 


4661 

Medium Cyl. 

Cannot Adapt 


4662 

Medium Cyl. 

Cannot Adapt 


4663 

Medium Cyl. 

Cannot Adapt 


4726NTX 47NTA 

Exit Device 

1 E72 


4729 

Exit Device 

No Key 


4731 

Light Cyl. 

Cannot Adapt 


4751 

Light Cyl. 

Cannot Adapt 


4761 

Light Cyl. 

Cannot Adapt 


4771 

Light Cyl. 

Cannot Adapt 


5211 

Rim Cyl. 

1 E72 


5245 

Cylinder 

A7517 


5250-1/2 

Key Plug 

No Adaptation Available 


5252 

Dummy Cyl. 

1 E04 


5252-1/2 

Dummy Cyl. 

3E04 


5253 

Cylinder 

1 E74 

Cl 29 

5253FE-1/8 

Cylinder 

A7273 


5253Y 

Cylinder 

No Adaptation Available 


5253Z 

Cylinder 

A8737 RHO, LHI 
A8740 LHO, RHI 

C230 

C230 


EQUIV. 


1 E_2 

1E04 
3E04 
1 E_4 
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CORBIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

5253-1/4 

Cylinder 

1 E74 

Cl 18 

5253-1 /4H 

Cylinder 

No Adaptation Available 


5253-1/2 

Cylinder 

3E74 

C3 

5253-1 /2Z 

Cylinder 

A2492 


5253-5/8 

Cylinder 

No Adaptation Available 


5253-3/4 

Cylinder 

No Adaptation Available 


5253-7/8 

Cylinder 

No Adaptation Available 


5258 

Cylinder 

A7273 


5261 

Cylinder 

1 E72 


5261-1/2 

Cylinder 

A8679 


5263-1/2 

Cylinder 

3E74 

C3 

5460 

Key Plug 

Cannot Adapt 


5460-1/2 

Key Plug 

Cannot Adapt 


5670 

Key Plug 

Cannot Adapt 


5671 

Key Plug 

Cannot Adapt 


5870 

Key Plug 

Cannot Adapt 


6143 

Lock 

1 E74xA995 

Cl 18 

6211 

Deadlock 

1 E74 

C4 

6211 RAB 

Deadlock 

1 E74 

C4 

6212 

Deadlock 

1 E74 (2 Req.) 

C4 

6212 RAB 

Deadlock 

1 E74 (2 Req.) 

C4 

6213 

Deadlock 

1 E74 

C4 

6213 RAB 

Deadlock 

1 E74 

C4 

6217 

Deadlock 

1 E74 

C4 

6231 

Mortise Lock 

1 E74xA995 

Cl 18 

6243 

Mortise Lock 

1 E74xA995 

Cl 18 

6243-1/4 

Mortise Lock 

1 E74xA995 

Cl 18 


EQUIV. 


38H_L 

38HM 

38HK 

38HR 
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CORBIN 





CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

6248 

Mortise Lock 

1 E74xA995 

Cl 18 


6327 

Hotel Lock 

No Adaptation Available 



6329 

Mortise Lock 

1 E74 

C4 


6349 

Mortise Lock 

1 E74 

C4 


06411 

Cylinder Deadlock 

1 E74xA1247 

C127 

38HL 

06411 AR 

Deadlock 

1 E74xA1247 

C127 


06411 RAB 

Deadlock 

1 E74xA1247 

C127 


06412 

Deadlock 

1 E74xA1247 (2 Req.) 

C127 

38HM 

06412 RAB 

Deadlock 

1 E74xA1247 (2 Req.) 

C127 


06413 

Deadlock 

1 E74xA1247 

C127 

38HK 

06413 AR 

Deadlock 

1 E74xA1247 

C127 


06413 RAB 

Deadlock 

1 E74xA1247 

C127 


6415 

Deadlock 

1 E74xA1247 

C127 


6416 

Deadlock 

No Adaptation Available 



06417 

Classroom Deadlock 

1 E74xA1247 

C127 

38 HR 

6444 

Lock 

A8737 RH Outside 

C230 




A8740 LH Outside 

C230 




1 E74 Inside 

C4 


6474 

Lock 

A8737 RH Outside 

C230 




A8740 LH Outside 

C230 




1 E74 Inside 

C4 


6511 

Deadlock 

1 E74 

C4 


6512 

Deadlock 

1 E74 (2 Req.) 

C4 


6513 

Deadlock 

1 E74 

C4 


6572 

Lock 

1 E74 (2 Req.) 

C4 


6573 

Lock 

1 E74 

C4 


6610 

Mortise Lock 

No Key 


34HON 

6651 

Mortise 

1 E74 

C4 
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CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

6654 

Mortise Lock 

1 E74 (2 Req.) 

C4 

34HG 

6657 

Lock 

1 E74 

C4 


6711 

Deadlock 

1 E74 

C4 

38HL 

6712 

Deadlock 

1 E74 (2 Req.) 

C4 

38HM 

6713 

Deadlock 

1 E74 

C4 

38HK 

6717 

Deadlock 

1 E74 

C4 

38HR 

6721 

Mortise Lock 

1 E74 

C4 


6722 

Mortise Lock 

1 E74 (2 Req.) 

C4 


6723 

Mortise Lock 

1 E74 

C4 


6892 

Mortise Lock 

1 E74 (2 Req.) 

C4 


6893 

Mortise Lock 

1 E74 

C4 


7000 

Mortise Lock 

No Key 



7010 

Mortise Lock 

No Key 



7011 

Mortise Lock 

1 E74xA995 

Cl 18 


7012 

Mortise Lock 

1 E74xA995 (2 Req.) 

Cl 18 


7013 

Mortise Lock 

1 E74xA995 

Cl 18 


7017 

Mortise Lock 

1 E74xA995 

Cl 18 


7020 

Mortise Lock 

No Key 



7021 

Mortise Lock 

1 E74xA995 

Cl 18 


7022 

Mortise Lock 

1 E74xA995 (2 Req.) 

Cl 18 


7023 

Mortise Lock 

1 E74xA995 

Cl 18 


7023-1/4 

Mortise Lock 

1 E74xA995 

Cl 18 


7025 

Mortise Lock 

1 E74xA995 

Cl 18 


7027 

Hotel Lock 

No Adaptation Available 



7031 

Mortise Lock 

1 E74xA995 

Cl 18 


7033 

Mortise Lock 

1 E74xA995 

Cl 18 


7034 

Mortise Lock 

1 E74xA995 (2 Req.) 

Cl 18 
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NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

7035 

Mortise 

1 E74 

C4 

7037 

Mortise Lock 

1 E74xA995 

Cl 18 

7042 

Mortise Lock 

1 E74xA995 (2 Req.) 

Cl 18 

7043 

Mortise Lock 

1 E74xA995 

Cl 18 

7047 

Mortise Lock 

1 E74xA995 

Cl 18 

7048 

Mortise Lock 

1 E74xA995 

Cl 18 

7051 

Mortise Lock 

1 E74xA995 

Cl 18 

7054 

Mortise Lock 

1 E74xA14333 Outside 
1 E74 Inside 

C220 

C4 

7055 

Mortise Lock 

1 E74xA1799 

Cl 52 

7057 

Mortise Lock 

1 E74xA995 

Cl 18 

7072 

Lock 

1 E74 (2 Req.) 

C4 

7073 

Lock 

1 E74 

C4 

7088 

Lock 

1 E74xA995 (2 Req.) 

Cl 18 

7200 

Mortise Lock 

No Key 


7210 

Passage Lock 

No Key 


7220 

Mortise Lock 

No Key 


7221 

Mortise Lock 

1 E74xA995 

Cl 18 

7222 

Mortise Lock 

1 E74xA995 (2 Req.) 

Cl 18 

7223 

Mortise Lock 

1 E74xA995 

Cl 18 

7223-1/4 

Mortise Lock 

1 E74xA995 

Cl 18 

7225 

Mortise Lock 

1 E74xA995 

Cl 18 

7227 

Hotel Lock 

No Adaptation Available 


7231 

Mortise Lock 

1 E74xA995 

Cl 18 

7233 

Mortise Lock 

1 E74xA995 

Cl 18 

7234 

Mortise Lock 

1 E74xA995 (2 Req.) 

Cl 18 

7235 

Mortise Lock 

1 E74 

C4 
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NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 


7237 

Mortise Lock 

1 E74xA995 

Cl 18 


7242 

Mortise Lock 

1 E74xA995 (2 Req.) 

Cl 18 


7243 

Mortise Lock 

1 E74xA995 

Cl 18 


7247 

Mortise Lock 

1 E74xA995 

Cl 18 


7248 

Mortise Lock 

1 E74xA995 

Cl 18 


7251 

Mortise Lock 

1 E74xA995 

Cl 18 


7254 

Mortise Lock 

1 E74xA995 Outside 
1E74 Inside 

Cl 18 
C4 


7255 

Mortise Lock 

1 E74xA1799 

Cl 52 


7257 

Mortise Lock 

1 E74xA995 

Cl 18 


7288 

Mortise Lock 

1 E74xA995 (2 Req.) 

Cl 18 


7311 

Mortise Lock 

1 E74xA995 

Cl 18 

34HS 

7312 

Mortise Lock 

1 E74xA995 (2 Req.) 

Cl 18 

34HT 

7313 

Mortise Lock 

1 E74xA995 

Cl 18 

34HP 

7317 

Mortise Lock 

1 E74xA995 

Cl 18 


7411 

Mortise Lock 

1 E74xA995 

Cl 18 


7412 

Mortise Lock 

1 E74xA995 (2 Req.) 

Cl 18 


7413 

Mortise Lock 

1 E74xA995 

Cl 18 


7417 

Mortise Lock 

1 E74xA995 

Cl 18 


7420 

Mortise Lock 

No Key 



7421 

Mortise Lock 

1 E74xA995 

Cl 18 


7422 

Mortise Lock 

1 E74xA995 (2 Req.) 

Cl 18 


7423 

Mortise Lock 

1 E74xA995 

Cl 18 


7423-1/4 

Mortise Lock 

1 E74xA995 

Cl 18 


7425 

Mortise Lock 

1 E74xA995 

Cl 18 


7427 

Hotel Lock 

No Adaptation Available 



7433 

Mortise Lock 

1 E74xA995 

Cl 18 
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NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

EQUIV. 

7442 

Mortise Lock 

1 E74xA995 (2 Req.) 

Cl 18 


7443 

Mortise Lock 

1 E74xA995 

Cl 18 


7448 

Mortise Lock 

1 E74xA995 

Cl 18 


7488 

Mortise Lock 

1 E74xA995 (2 Req.) 

Cl 18 


7500 

Mortise Lock 

No Key 



7510 

Passage Lock 

No Key 


34HON 

7510-3/4 

Knob Latch 

No Key 


34HON 

7516 

Panic Mortise Cyl. 

1 E74 

C4 


7517 

Panic Mortise 

1E7424 (1-1/2" Cyl.) 



7520 

Mortise Lock 

No Key 


34HOL 

7521 

Mortise Lock 

1 E74xA995 

Cl 18 


7522 

Latch & Deadlock 

1 E74xA995 (2 Req.) 

Cl 18 

34H_C 

7523 

Latch & Deadlock 

1 E74xA995 

Cl 18 

34HB 

7523-1/4 

Mortise Lock 

1 E74xA995 

Cl 18 


7525 

Mortise Lock 

1 E74xA995 

Cl 18 


7527 

Hotel Lock 

No Adaptation Available 



7529 

Hotel Lock 

No Adaptation Available 



7531 

Office Lock 

1 E74xA995 

Cl 18 


7533 

Mortise Lock 

1 E74xA995 

Cl 18 


7534 

Mortise Lock 

1 E74xA995 Outside 
1 E74 Inside 

Cl 18 
C4 


7535 

Mortise Lock 

1 E74xA6190 

C186 

34HJ 

7537 

Office Lock 

1 E74xA995 

Cl 18 


7539 

Hotel Lock 

No Adaptation Available 



7542 

Office Lock 

1 E74xA995 (2 Req.) 

Cl 18 

34H_W 

7543 

Front Door Lock 

1 E74xA995 

Cl 18 

34HA 

7547 

Mortise Lock 

1 E74xA995 

Cl 18 



58 



CORBIN 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

7548 

Mortise Lock 

1 E74xA995 

Cl 18 


7551 

Mortise Lock 

1 E74xA995 

Cl 18 

34HE 

7551-3/4 

Mortise Lock 

1 E74xA995 

Cl 18 


7554 

Office Lock 

1 E74xA14333 Outside 
1 E74 Inside 

C220 

C4 

34H_G 

7555 

Classroom 

1 E74xA1799 

Cl 52 

34HJ 

7557 

Office Lock 

1 E74xA995 

Cl 18 

34HEW 

7557 -1/2 

Mortise Inst. Lock 

1 E74xA995 (2 Req.) 

Cl 18 


7557-3/4 

Office Lock 

1 E74xA995 

Cl 18 


7565 

Mortise Lock 

1 E74xA995 

Cl 18 


7586 

Mortise Lock 

1 E74 

C4 


7587 

Mortise Lock 

1 E74 

C4 


7587-1/2 

Mortise Lock 

1 E74 (2 Req.) 

C4 


7588 

Mortise Lock 

1 E74xA995 (2 Req.) 

Cl 18 


7621 

Mortise Lock 

1 E74xA995 

Cl 18 


7622 

Mortise Lock 

1 E74xA995 (2 Req.) 

Cl 18 


7623 

Mortise Lock 

1 E74xA995 

Cl 18 


7623-1/4 

Mortise Lock 

1 E74xA995 

Cl 18 


7625 

Mortise Lock 

1 E74xA995 

Cl 18 


7627 

Hotel Lock 

No Adaptation Available 



7642 

Mortise Lock 

1 E74xA995 (2 Req.) 

Cl 18 


7643 

Mortise Lock 

1 E74xA995 

Cl 18 


7648 

Mortise Lock 

1 E74xA995 

Cl 18 


7688 

Mortise Lock 

1 E74xA995 (2 Req.) 

Cl 18 


7711 

Mortise Lock 

1 E74xA995 

Cl 18 


7712 

Mortise Lock 

1 E74xA995 (2 Req.) 

Cl 18 


7713 

Mortise Lock 

1 E74xA995 

Cl 18 
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NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

7717 

Mortise Lock 

1 E74xA995 

Cl 18 


7729Ux27U 

Exit Device 

1 E72 



7729Ux70AU Exit Device 1 E72 

Note: An 8 prefix for 7729Ux70AU is a Corbin option and does not change the Best cylinder that may be 
used to adapt the lock. 

7821 

Mortise Lock 

1 E74 

C4 


7826 

Mortise Lock 

1 E74xA995 

Cl 18 


7826-1/2 

Mortise Lock 

No Adaptation Available 



7827 

Mortise Lock 

1 E74 

C4 


7827-1/2 

Mortise Lock 

No Adaptation Available 



7920 

Mortise Lock 

No Key 


34HOL 

7921 

Mortise Lock 

1 E74xA995 

Cl 18 

34H_Cx1 Cyl. 

7922 

Mortise Lock 

1 E74xA995 (2 Req.) 

Cl 18 

34HC 

7923 

Mortise Lock 

1 E74xA995 

Cl 18 

34HB 

7923-1/4 

Mortise Lock 

1 E74xA995 

Cl 18 


7925 

Mortise Lock 

1 E74xA995 

Cl 18 


7927 

Hotel Lock 

No Adaptation Available 



7933 

Mortise Lock 

1 E74xA995 

Cl 18 


7942 

Mortise Lock 

1 E74xA995 (2 Req.) 

Cl 18 

34H_W 

7943 

Mortise Lock 

1 E74xA995 

Cl 18 

34HA 

7948 

Mortise Lock 

1 E74xA995 

Cl 18 


7965 

Mortise Lock 

1 E74xA995 

Cl 18 


7988 

Mortise Lock 

1 E74xA995 (2 Req.) 

Cl 18 


8011 

Mortise Deadbolt 

3E74 

C3 

38HL 

8012 

Mortise Deadbolt 

3E74 (2 Req.) 

C3 

38HM 

8013 

Mortise Deadbolt 

3E74 

C3 

38HK 

8017 

Mortise Deadbolt 

3E74 

C3 

38HR 

8211 

Mortise Deadbolt 

3E74 

C3 

38HL 
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NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

8212 

Mortise Deadbolt 

3E74 (2 Req.) 

C3 

38HM 

8213 

Mortise Deadbolt 

3E74 

C3 

38HK 

8217 

Mortise Deadbolt 

3E74 

C3 


8311 

Mortise Deadbolt 

3E74 

C3 


8312 

Mortise Deadbolt 

3E74 (2 Req.) 

C3 


8313 

Mortise Deadbolt 

3E74 

C3 


8317 

Mortise Deadbolt 

3E74 

C3 


8327 

Hotel Lock 

No Adaptation Available 



8343 

Entrance 

3E74 

C3 


8411 

Mortise Deadlock 

3E74 

C3 

38HL 

8412 

Mortise Deadlock 

3E74 (2 Req.) 

C3 

38HM 

8413 

Mortise Deadlock 

3E74 

C3 

38HK 

8417 

Mortise Deadlock 

3E74 

C3 


8427 

Panic Device 

1 E74xA14472 

C210 


8500 

Communicating 

No Key 



8502 

Communicating 

No Adaptation Available 



8503 

Communicating 

No Adaptation Available 



8510 

Passage 

No Key 



8520 

Bathroom Lock 

No Key 



8521 

Storage 

No Adaptation Available 



8522 

Store Door 

No Adaptation Available 



8523 

Entrance Lock 

No Adaptation Available 



8531 

Office 

No Adaptation Available 



8534 

Office 

No Adaptation Available 



8535 

Classroom 

No Adaptation Available 



8537 

Storage 

No Adaptation Available 



8551 

Office 

No Adaptation Available 
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8554 

Office 

No Adaptation Available 



8555 

Classroom 

No Adaptation Available 



8557 

Storage 

No Adaptation Available 



8710 

Mortise Lock 

No Key 



8721 

Mortise Lock 

3E74 

C3 


8722 

Mortise Lock 

3E74 (2 Req.) 

C3 


8723 

Mortise Lock 

3E74 

C3 


8809 

Turnbuckle Lock 

3E74 

C3 


8826 

Mortise Lock 

No Adaptation Available 



8826-1/2 

Mortise Lock 

No Adaptation Available 



8827 

Mortise Lock 

No Adaptation Available 



8827-1/2 

Mortise Lock 

No Adaptation Available 



8911 

Entrance Deadbolt 

3E74xA995 

Cl 18 


8912 

Double Cyl. Deadbolt 

3E74xA995 (2 Req.) 

Cl 18 


8923 

Mortise Lock 

3E74xA995 

Cl 18 


8955 

Classroom Lock 

3E74xA40091 

C4 


8957 

Closet Door 

3E74xA995 

Cl 18 


9010 

Passage 

No Key 



E9020 

Privacy 

No Cylinder 



9029 

Hotel (Use Emergency Key) 

1 E7G4xA02770 

C161 


9051 

Entrance 

1 E74xA02770 

C161 


9059 

Apartment 

1 E74xA02770 

C161 


9210 

Passage 

No Key 


N/A 

9211 

Deadlock 

1 E74xA02770 

C161 

N/A 

9212 

Deadlock 

1 E74xA02770 (2 Req.) 

C161 

N/A 

9213 

Deadlock 

1 E74xA02770 

C161 

N/A 

9220 

Bathroom 

No Key 


N/A 
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NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

E9220 

Privacy 

No Key 


N/A 

9222 

Store Door 

1 E74xA02770 (2 Req.) 

C161 

N/A 

9223 

Entrance 

1 E74xA02770 

C161 

N/A 

9229 

Hotel (Use Emergency Key) 

1 E7G4xA02770 

C161 

N/A 

9243 

Entrance, Front Door 

1 E74xA02770 

C161 

N/A 

9249 

Apartment, Dormitory 

1 E74xA02770 

C161 

N/A 

9251 

Office Lock 

1 E74xA02770 

C161 

N/A 

9254 

Apartment, Entrance 

1 E74xA02770 Outside 
1 E74XA1 249 Inside 

C161 
Cl 29 

N/A 

9255 

Classroom 

1 E74xA1249 

Cl 29 

N/A 

9257 

Storeroom 

1 E74xA02770 

C161 

N/A 

9265 

Dormitory, Entrance 

1 E74xA02770 

C161 

N/A 

9310 

Passage 

No Key 



E9320 

Privacy 

No Cylinder 



9329 

Hotel (Use Emergency Key) 1 E7G4xA02770 

C161 


9351 

Entrance 

1 E74xA02770 

C161 


9359 

Apartment 

1 E74xA02770 

C161 


9510 

Passage 

No Key 


34HON 

9511 

Deadlock 

1 E74xA02770 

C161 

34HS 

9512 

Deadlock 

1 E74xA02770 (2 Req.) 

C161 

34HT 

9513 

Deadlock 

1 E74xA02770 

C161 

34HP 

9520 

Bathroom 

No Key 


34HOL 

E9520 

Privacy 

No Key 


N/A 

9522 

Store Door 

1 E74xA02770 (2 Req.) 

C161 

34HC 

9523 

Entrance 

1 E74xA02770 

C161 

34HB 

9529 

Hotel (Use Emergency Key) 1 E7G4xA02770 

C161 

34HH 

9543 

Entrance, Front Door 

1 E74xA02770 

C161 

34HA 
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CORBIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

EQUIV. 

9549 

Apartment, Dormitory 

1 E74xA02770 

C161 

34H_F 

9551 

Office Lock 

1 E74xA02770 

C161 

34HE 

9554 

Apartment, Entrance 

1 E74xA02770 Outside 
1 E74xA1249 Inside 

C161 
Cl 29 

34H_G 

9555 

Classroom 

1 E74xA1249 

Cl 29 

34HJ 

9557 

Storeroom 

1 E74xA02770 

C161 

34HEW 

9557 1/2 


1 E74 (2 required) 

C161 


HT9557 x 

435F20 Storeroom 

1 E74 

C4 

Hold Back 

9565 

Dormitory, Entrance 

1 E74xA02770 

C161 

34HFW 
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CORBIN RUSSWIN 


NUMBER 

ARTICLE 

1000- 

Cylinder 

A01 

Cam - clover leaf 

A02 

Cam - straight 

A03 

Cam - 

A04 

Cam - 

A61 

Cam - clover leaf 

A62 

Cam - 

A92 

Cam - 

1006 

Cylinder 

1060 

Master Ring Cylinder 

1060- -A63 

Cylinder 

1300 

Turn Knob Cylinder 


CAM ORDER 

ADAPT CODE NO. EQUIV. 

1 E74 

-Cl 61 

-Cl 29 or C4 
-C181 
-C210 
-Cl 18 
-Cl 29 
-N/A 

A7273 

3E74 

C3 3E74 

1E7A4 
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CORBIN RUSSWIN 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

ML2210 

Passage 

No Key 


30H0N 

ML221 1 

Deadlock 

1 E74xA02770 

C161 

30H_S 

ML2212 

Deadlock 

(2) 1 E74xA02770 

C161 

30HT 

ML2213 

Deadlock 

1 E74xA02770 

C161 

30HP 

ML2217 

Deadlock 

1 E74xA02770 

C161 

30HR 

ML2220 

Bathroom 

No Key 


30H0L 

ML2222 

Store Door 

(2) 1 E74xA02770 

C161 

30HC 

ML2224 

Entrance 

1 E74xA02770 

C161 

30HB 

ML2229 

Hotel (Use Emergency Key) 

1 E7G4xA02770 

C161 

30HH 

ML2230 

Privacy 

No Key 


30H0LF 

ML2232 

Institution 

(2) 1 E74xA02770 

C161 

30HWW 

ML2242 

Apartment, Entrance 

1 E74xA02770 Outside 
1 E74XA1249 Inside 

C161 
Cl 29 

30HG 

ML2248 

Entrance, Front Door 

1 E74xA02770 

C161 

30HA 

ML2251 

Office Lock 

1 E74xA02770 

C161 

30HE 

ML2255 

Classroom 

1 E74xA1249 

Cl 29 

30H_J 

ML2257 

Storeroom 

1 E74xA02770 

C161 

30HEW 

ML2265 

Dormitory, Entrance 

1 E74xA02770 

C161 

30HFW 

ML2267 

Apartment, Dormitory 

1 E74xA02770 

C161 

30HF 

3000 

Rim Cylinder 



1E72 
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CORBIN RUSSWIN 


DEADLOCKS 



CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

DL301 1 

Cylinder x blank 

1 E74xA5979 

C181 


DL3012 

Double cylinder 

1 E74xA5979 

C181 


DL3013 

Single cylinder 

1 E74xA5979 

C181 


DL3017 

Classroom 

No Adaptation Available 



DL401 1 

Cylinder x blank 

1 E74xA1 4472 

C210 


DL4012 

Double cylinder 

1 E74xA14472 (2 Req.) 

C210 


DL4013 

Single cylinder 

1 E74xA14472 (2 Req.) 

C210 


DL4017 

Classroom 

1E74xA14472 (2 Req.) 

C210 


CYLINDRICAL LOCKS 




CK4200 

Cylindrical 

No Key 



CK4210 

Passage 

No Key 


83K0N 

CK4220 

Bathroom 

No Key 


83K0L 

CK4229 

Hotel H.D. cylindrical 

Cannot Adapt 


83KH 

CK4232 

Institution cylindrical 

A7048 (2 Req.) 


83K_W 

CK4240 

Privacy 

No Key 


83K0P 

CK4251 

Entrance 

A7048 


83KA 

CK4255 

Classroom 

No Adaptation Available 


83KR 

CK4257 

Storeroom 

A7048 


83KD 

CK4261 

Office lock 

No Adaptation Available 


83 KB 

CK4272 

Apt. exit 

No Adaptation Available 


83KC 

CK4282 

Storeroom door 

No Adaptation Available 


83 KG 
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CORBIN RUSSWIN 
UNIT LOCKS 


CAM ORDER 

NUMBER ARTICLE ADAPT CODE NO. EQUIV. 


UT5257 

Closet Unit Lock 

A7693 

N/A 

UT5210 

Passage 

No Key 

N/A 

UT5220 

Privacy 

No Key 

N/A 

UT5229 

Hotel 

Cannot Adapt 


UT5232 

Institution 

A7693 (2 Req.) 

N/A 

UT5240 

Patio 

No Key 

N/A 

UT5251 

Entrance 

A7693 

N/A 

UT5272 

Office 

A7693 (2 Req.)* 

N/A 

UT5255 

Classroom 

A7693 

N/A 

UT5256 

Patio 

A7693 

N/A 

UT5257 

Storeroom 

A7693 

N/A 

UT5261 

Office 

A7693* 

N/A 

UT5275 

Dormitory 

A7693 

N/A 

UT5282 

Store door 

A7693 (2 Req.) ' 

N/A 


Only used if no M.R. (Master Ring) cylinder is specified. 
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CORBIN RUSSWIN 


EXIT LOCKS 



CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

ED4200 

Narrow Stile Rim 

1 E72 


-M52 

optional cylinder dodding 

1 E74 

C4 

ED4400 

Narrow Stile Vertical Rod 

1 E72 


-M52 

optional cylinder dogging 

1 E74 

C4 

ED4800 

Narrow Stile Concealed Vert. 

1E72 


-M52 

optional cylinder dogging 

1 E74 

C4 

ED5200 

Rim Pushbar 

1 E72 


-M52 

optional cylinder dogging 

1 E74 

C4 

ED5400 

Vertical Rod Pushbar 

1 E72 


-M52 

optional cylinder dogging 

1 E74 

C4 

ED5600 

Mortise Pushbar 

1 E74 

C4 

-M52 

optional cylinder dogging 

1 E74 

C4 

ED5800 

Concealed Vert. Rod Pushbar 

1 E72 


-M52 

optional cylinder dogging 

1 E74 

C4 

ED6200(A) 

Rim Crossbar 

1 E72 


ED6400(A) 

Vertical Rod Crossbar 

1 E72 


ED6600(A) 

Mortise Crossbar 



-A4M,C3M,D3M,E3M,L3M,N4M,R3M esct. trim 

1 E74-26 1 

C4 

-B4M, G5M 

escutcheon trim 

1 E74-22 1 

C4 

-T_M 

thumbpiece trim 

1 E74 

C4 

ED6800-B5,G6 

Concealed Vert. Rod Crossbar 

1 E74 

C4 

01,02 

-operator trim 

1 E74 

N/A 

ED7200 

Narrow Stile Crossbar 

1 E72 


ED7400-C4,D4,E4 

Narrow, Vert. Rod Crossbar 

1 E72 


-03,04 

-operator trim 

1 E74 

C4 

ED7600 (A) 

Narrow Mortise Crossbar 



-C4M,E4M,B5M,G6M escutcheon trim 

1 E74-22 1 

C4 

-T11M.T12M 

thumbpiece trim 

1 E74 

C4 


EQUIV. 


1 Best cylinder length does not include thickness of cam, Corbin Russwin’s does. 
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CORBIN RUSSWIN 



EXIT LOCKS 



CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

ED7800 (A) 

Concealed Vert. Rod Crossbar 

1 ESPL-7-A14227 

Use Original Cam 

ED8200 (A,B) 

Rim Pushbar 



-A1,C1,D1,E1 

L1,N1,R1,B1,G1 escutcheon trim 

1 ESPL-7-A35297-R81 1 

Cl 01 (2 cams) 

-A2,N2 

key in lever trim 

No Adaptation 


-B2,G2,G3 

key in knob trim 

No Adaptation 


-FI 

flat plate trim 

1 E72 


-P1,P2,P3,P8 

pull trim 

1 E72 


-T1 ,T2 

thumbpiece trim 

1 E74 

C4 

-M61.M62 

exit alarm option 

1 E72 (inside) 


ED8400 (A) 

Vertical Rod Pushbar 

(see below) 


-A1,C1,D1,E1 

L1,N1,R1,B1,G1 escutcheon trim 

1 ESPL-7-A35297-R81 1 

Cl 01 (2 cams) 

-A2,N2 

key in lever trim 

No Adaptation 


-B2,G2,G3 

key in knob trim 

No Adaptation 


-FI 

flat plate trim 

1 E72 


-P1,P2,P3,P8 

pull trim 

1 E72 


-T1 ,T2 

thumbpiece trim 

1 E74 

C4 

ED8600 (A) 

Mortise Pushbar (knob or thumbpiece trim) 


-B2M,G2M 

knob trim 

1 E74 

C4 

-T1M,T2M 

thumbpiece trim 

1 E74 

C4 

ED8600L(A)L 

Mortise Pushbar (lever trim) 

1 E74 

C4 

ED9200(A,B) 

Rim Pushbar 



-A1,C1,D1,E1 

LI ,N1 ,R1 ,B1 ,G1 escutcheon trim 

1 ESPL-7-A35297-R81 1 

Cl 01 (2 cams) 

-A2,N2 

key in lever trim 

No Adaptation 


-B2,G2,G3 

key in knob trim 

No Adaptation 


-FI 

flat plate trim 

1 E72 


-P1,P2,P3 

pull trim 

1 E72 


-T1 ,T2 

thumbpiece trim 

1 E74 

C4 

-M52 

cylinder dogging 

1 E74 (inside) 

C4 

-M61.M62 

exit alarm option 

1 E72 (inside) 


ED9400(A) 

Vertical Rod Pushbar 



-A1,C1,D1,E1 

L1,N1,R1,B1,G1 escutcheon trim 

1 ESPL-7-A35297-R81 1 

Cl 01 (2 cams) 

-A2,N2 

key in lever trim 

No Adaptation 


-B2,G2,G3 

key in knob trim 

No Adaptation 


-FI 

flat plate trim 

1 E72 


-PI ,P2,P3,P8 

pull trim 

1 E72 


-T1 ,T2 

thumbpiece trim 

1 E74 

C4 

-M52 

cylinder dogging 

1 E74 (inside) 

C4 

ED9600 (A) 

Mortise Pushbar (knob or thumbpiece trim) 


-B2M,G2M 

knob trim 

1 E74 

C4 

-T1M,T2M 

thumbpiece trim 

1 E74 

C4 

ED9600L(A)L 

Mortise Pushbar (lever trim) 

1 E74 

C4 
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CORBIN RUSSWIN 
ELECTRIFIED MORTISE LOCKS 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

ML22901 

Electric Mortise 

1 E74xA02770 

C161 

ML22903 

Electric Mortise 

1 E74xA02770 

C161 

ML22904 

Electric Mortise 

1 E74xA02770 

C161 

ML22905 

Electric Mortise 

1 E74xA02770 

C161 

ML22906 

Electric Mortise 

1 E74xA02770 

C161 

ML22907 

Electric Mortise 

1 E74xA02770 

C161 

ML22908 

Electric Mortise 

1 E74xA02770 

C161 

ML22909 

Electric Mortise 

1 E74xA02770 

C161 

ML22910 

Electric Mortise 

No Key 


ML22920 

Electric Mortise 

No Key 


ML22930 

Electric Mortise 

No Key 


ML22940 

Electric Mortise 

No Key 


ML22950 

Eectric Mortise 

No Key 


ML22960 

Electric Mortise 

No Key 


ML22970 

Eectric Mortise 

No Key 


ML22980 

Electric Mortise 

No Key 



EQUIV. 
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CUPPLES (ALCOA) 


CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

40-132 & 660 

Security Deadlock 

1 E74xA1414 

Cl 34 

40-134 

Latch Lock 

1 E74 

C4 

40-237 

Adams-Rite 1-1/8 
Latch Lock (4050) 

1 E74xA4445 

Cl 69 
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CUTTER 


NUMBER ARTICLE 

800 Series Mail box lock 

Supreme Series 


CAM ORDER 

ADAPT CODE NO. 

8L7SPR-A7117 
8L7SPR-A71 17 


EQUIV. 
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DETEX 


NUMBER 

ARTICLE 

CAM ORDER 

ADAPT CODE NO. EQUIV. 

230 

Exit Lock 

1 E72-R704 (Inside-Reset Bolt) 
1 E72 (Outside) Optional 

230B 

Exit Lock 

1 E72-R704 (Inside-Reset Bolt) 
1 E72 (Outside) Optional 

230C 

Exit Lock 

1 E72-R704 (Inside-Reset Bolt) 
1 E72 (Outside) Optional 

ECL230 

Exit Control Lock 

1 E72-R704 (Inside-Reset Bolt) 
1 E72 (Outside) Optional 

500B 

Exit Lock 

1 E72 

EA500 

Exit Alarm 

1 E72 

501 

Exit Lock 

1 E72 

501 K 

Exit Alarm (2 Cyl.) 

1 E72 (2 Req.) 

502K 

Exit Alarm (2 Cyl.) 

1 E72 (2 Req.) 

503 

Exit Alarm (2 Cyl) 

1 E72 (2 Req.) 

504AC 

Exit Alarm 

1 E72 

600B 

Exit Lock 

1 E72 

600C 

Exit Lock 

1 E72 

ECL2200 

Exit Alarm Device 

1 E72 

2500 

Alarm 

1 E72 

2504AC 

Alarm 

1 E72 

2505AC 

Alarm 

1 E72 

4128 

Exit Alarm 

1 E72 

EA2500S 

Exit Alarm 

1 E72 
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DETROIT 


ARTICLE 


ADAPT 


CAM ORDER 
CODE NO. 


EQUIV. 


NUMBER 


100 

Vert. Concealed Panic 

1 E72 (Fit to Cyl.) 


200 

Concealed Panic Device 

(Req. a cyl. to replace the cyl. that 
has been installed) Corbin, Russwin, 
Yale, Schlage, etc. Each one has a 
different hole spacing. Send Sample.) 

210 

Panic 

1 E72 


300 

Panic Device 

1 E72 


661 

Narrow Deadlock 

1 E74xA1414 (2 Req.) 

Cl 34 

682 

Detroit Shur-Lock 

1 E74xA6060 

Cl 85 

782 

Detroit Shur-Lock 

1 E74xA6060 

Cl 85 

882 

Detroit Shur-Lock 

1 E74xA6060 

Cl 85 

982 

Detroit Shur-Lock 

1 E74xA6060 

Cl 85 

None 

Detroit Deadlock 

Pat. #2660875 

Extruded Narrow Rail Lock 

1 E74xA4445 

Cl 69 
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DEXTER 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

M-Series 

Night Latch 

A2857 


Tubular 

Deadlock 

A2857 


Cylindrical 

Residential Grade 

Cannot Adapt 


D, E, or H 

Auxiliary Locks 

A2857 


P, T, or W 

Auxiliary Locks 

A2857 


9090 

Mortise Cylinder 

1 E74 

C4 

9091 

Rim Cylinder 

1 E72 
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DONNER 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

1 151 P 

Sliding Door Lock 

1 E74 

C4 
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DOR-O-MATIC 


NUMBER 

ARTICLE 

920 

Panic Device 

930 

Panic Device 

990 

Panic Device 

991 

Concealed Vertical Rod 
Has No Cylinder - 
Exit Only. 

992 

Cone. Panic Device 

992WDC 

Cone. Panic Device 

993 

Cone. Panic Device 

993 W DC 

Cone. Panic Device 

1092 

Panic Device 

1093 

Panic Device 

1190 

Panic Device 

1192 

Panic Device 

1193 

Panic Device 

1194 

Panic Device 

9920 

Panic Device 

9930 

Panic Device 

9931 

Panic Device 


CAM ORDER 

ADAPT CODE NO. 

1 E72 
1 E72 
No Key 
No Key 

1E72 
1 E72 
1 E72 
1 E72 
1 E72 
1 E72 
1 E72 
1 E72 
1 E72 
1 E72 
1 E72 
1 E72 
1 E72 


EQUIV. 
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DOOR ALARM DEVICES CORP. (DADCO) 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

68 

Exit Alarm 

1 E72 Outside 
1 E74 Inside 

C4 
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EAGLE 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

3500 

Rim Night Latch 

1 E72 


3500BC 

Rim Night Latch 

1 E72 


3500H 

Rim Night Latch 

1 E72 


3500BCH 

Rim Night Latch 

1 E72 


3532 

Rim Night Latch 

1 E72 


3539 

Rim Deadlock 

1 E72 


3539BC 

Rim Deadlock 

1 E72 


3547 

Rim Night Latch 

1 E72 


3547-1/3 

Rim Night Latch 

1 E72 


3547N 

Rim Night Latch 

1 E72 


3548 

Jimmy Proof Deadlock 

1 E72 


3548B 

Jimmy Proof Deadlock 

1 E72 
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FALCON 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT CODE NO. 

EQUIV. 

X 101 

Passage Latch 

No Key 

83KON 

X 141 DL 

Exit (Latchset) 

No Key 

83KONX 

X 151 

Closet (Latchset) 

No Key 

83KOZ 

X 161 DL 

Connecting or Exit 

No Key 

83KOY 

X 201 DL 

Patio & Inner Office 

No Key 

83KOP 

X 21 1 DL 

Communicating (Keyless) 

No Key 

83KOM 

X 221 DL 

Exit (Latchset) 

No Key 

83KOQ 

X 241 DL 

Twin Communicating 

No Key 

No Equiv. 

X 301 

Privacy Lock 

No Key 

83KOL 

X 31 1 DL 

Closet 

No Adaptation Available 

No Equiv. 

X 321 DL 

Closet 

No Adaptation Available 

No Equiv. 

X 331 DL 

Special 

No Adaptation Available 

No Equiv. 

X 341 DL 

Connecting Room or Exit 

No Adaptation Available 

No Equiv. 

X 361 DL 

Private Entrance 

No Adaptation Available 

No Equiv. 

X 371 DL 

Store 

No Adaptation Available 

83K_G 

X 381 DL 

Entrance, Office 

No Adaptation Available 

83KC 

X 391 DL 

Communicating 

No Adaptation Available 

83KS 

X 401 DL 

Communicating 

No Adaptation Available 

No Equiv. 

X 41 1 DL 

Passage (Rigid Knob) 

No Adaptation Available 

83KOW 

X 421 DL 

Lock with Hold Back 

No Adaptation Available 

No Equiv. 

X 431 DL 

Club House 

No Adaptation Available 

No Equiv. 

X 441 DL 

Hotel & Motel Guest 

No Adaptation Available 

No Equiv. 

X 451 DL 

Hotel & Motel Guest 

No Adaptation Available 


X 461 DL 

Hotel & Motel Guest 

No Adaptation Available. 

No Equiv. 

X 481 DL 

Hotel & Motel Guest 

No Adaptation Available 

83KH 
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FALCON 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT CODE NO. 

EQUIV. 

X 491 DL 

Entrance Hold Back 

No Adaptation Available 

No Equiv. 

X 501 DL 

Front or Office 

No Adaptation Available 

83 KB 

X 521 DL 

Front or Office 

No Adaptation Available 

83KA 

X 531 DL 

Service Station 

No Adaptation Available 

83KE 

X 541 DL 

Communicating (Suite) 

No Adaptation Available 

No Equiv. 

Explanation of Falcon Numbers, such as ... 

... 550 , 551 , 552 , 553 



If number is different in last digit only, the backset is different, but the function is the same: 

X550DL 2-3/8" 

X551DL 2-3/4" 

X552DL 3-3/4" 

X553DL 5" 


X 551 DL 

All Purpose 

No Adaptation Available 


83KAB 

X 561 DL 

Classroom 

No Adaptation Available 


83KR 

X 571 DL 

Restroom or Dormitory 

No Adaptation Available 


83KT 

X 581 DL 

Storeroom or Exit 

No Adaptation Available 


83KD 

X 591 DL 

Classroom 

No Adaptation Available 


83KRHB 

K 915 

Deadlock 

1 E74xA20931 

C231 

38HR 

K 916 

Deadlock 

1 E74xA20931 

C231 


K 917 

Deadlock 

1 E74xA20931 

C231 

38 HR 

K 925 

Deadlock 

1 E74xA20931 

C231 

38H_L 

K 926 

Deadlock 

1 E74xA20931 

C231 


K 927 

Deadlock 

1 E74xA20931 

C231 

38H_L 

K 935 

Deadlock 

1 E74xA20931 (2 Req.) 

C231 

38HM 

K 936 

Deadlock 

1 E74xA20931 (2 Req.) 

C231 


K 937 

Deadlock 

1 E74xA20931 (2 Req.) 

C231 

38HM 

K 945 

Deadlock 

1 E74xA20931 

C231 

38H_K 
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FALCON 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

*M 101 

Passage Latch Set 

No Key 


*M 301 

Privacy Lock 

No Key 


*M 31 1 

Privacy Lock 

No Key 


*M 371 

Store Door Lock 

1 E74 (Inside) 

1 E74 (Outside) 

C281 

C281 

*M 381 

Entry Lock 

1E74 (Inside) 

1 E74 (Outside) 

C127 

C220 

*M 411 

Asylum Lock 

1 E74 (Inside) 

1 E74 (Outside) 

C127 

C127 

*M 451 

Hotel/Motel Lock 

No Adaptation Available 


*M 521 

Entry Lock 


C127 

*M 531 

Entry Lock 


C281 

*M 541 

Entry Lock 


C281 

*M 561 

Classroom Lock 


C127 

*M 571 

Dormitory Lock 


C281 

*M 581 

Storeroom/Exit Lock 


C127 

*M 621 

Front Door Lock 

No Adaptation Available 


*M 631 

Dormitory Lock 


C281 

*M 91 1 

Safety Deadlock 


C281 

*M 921 

Deadlock 


C281 

*M 931 

Deadlock 

1 E74 (Inside) 

1 E74 (Outside) 

C281 

C281 

*M 941 

Deadlock 


C281 

*M 961 

Deadlock 

No Key 


*M 112 

Dummy 




*MM Heavy Duty Knob 
SM Medium-Duty Knob 
LM Lever Handle 
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FALCON 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

EQUIV. 

K 946 

Deadlock 

1 E74xA20931 

C231 


K 947 

Deadlock 

1 E74xA20931 

C231 

38HK 

M 985-4* 

Mortise Cylinder 

1 E74xA20877 

C222 


M 985-5* 

Mortise Cylinder 

1 E74xA14333 

C220 


M 985-7* 

Mortise Cylinder 

1 E74xA1247 

C127 


M 1560 

Classroom 

1 E74xA1247 

C127 


M 2100 

Passage 

No Key 


34HON 

M 2140 

Exit Latch 

No Key 



M 2300 

Bathroom Lock 

No Key 


34HOL 

M 2370 

Communicating 

1 E74xA20877 (2 Req.) 

C222 

34H_C 

M 2380 

Entrance 

1 E74xA14333 Outside 
1 E74xA1247 Inside 

C220 

C127 

34HG 

M 2410 

Rigid Knob Lock 

1 E74xA1247 (2 Req.) 

C127 


M 2430 

Dormitory 

1 E74xA20877 (2 Req.) 

C222 

34H_W 

M 2440 

Hotel Lock 

No Adaptation Available 


34HH 

M 2510 

Exit Door Lock 

1 E74xA20877 

C222 

34H_F 

M 2520 

Entry Door 

1 E74xA1247 

C127 

34HE 

M 2530 

Apartment Lock 

1 E74xA20877 

C222 


M 2540 

Entry Door 

1 E74xA20877 

C222 

34HB 

M 2560 

Classroom 

1 E74xA1247 

C127 

34HJ 

M 2570 

Dormitory 

1 E74xA20877 

C222 

34HFW 

M 2580 

Storeroom 

1 E74xA1247 

C127 

34H_EW 

M 2620 

Front Door 

1 E74xA20877 

C222 

34HA 

M 2650 

Hotel Lock 

No Adaptation Available 



M 2910 

Safety Deadlock 

1 E74xA20877 

C222 


M 2920 

Deadlock 

1 E74xA20877 

C222 

34HS 


*Note: Last digit specifies cam type. 
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FALCON 





CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

M 2930 

Deadlock 

1 E74xA20877 (2 Req.) 

C222 

34HT 

M 2940 

Deadlock 

1 E74xA20877 

C222 

34HP 


(The 1000, 3000, and 4000 Series Adaptations are the same as the 2000 Series). 
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FENESTRA 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

X-8 

Foldoor 

No Adaptation Available 



X-12 

Foldoor 

No Adaptation Available 



1200 

Mortise Lock 

1 E74 

C4 


1600 

Fenestra Mortise 

1 E74 

C4 


1882 

Sentry Lock 

Cannot Adapt 



1983 

Mortise 

1 E74 

C4 


1979 

Entrance 

1 E74 (2 Req.) 

C4 

34HC 

2270 

Integra Office Lock 

No Adaptation Available 



2400 

Cylindrical Lockset 

No Adaptation Available 


83K Series 

2772 

Integra Lock 

No Adaptation Available 



9592 

Mortise Panic 

1 E74 

C4 
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FOLGER ADAM 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

*1 10K 

Mortise Lock 

1 ESPL-7-B40130 

C280 

120 

Adam Mogul Prison Cyl. A9405 (6 Pin Only) 

(Cyl. adaptor furnished by customer 
or Folger Adam.) 


122 ELL 

Jamb Mounted Lock 

3E74 

C255 

*125 

Prison Lock 

1 ESPL-7-B40130 

C280 

200 

Security Key Switch 

1 E74x1 ER2 

C4 

*900 (replaced 
by the 400 series) 

Electro Mechanical 
Deadlatch 

1 ESPL-7-B40130 

C280 

*902FS (replaced 
by the 400 series) 

Electric Lock 

1 ESPL-7-B40130 

C280 

*906D (replaced 
by the 400 series) 

Dead Lock 

1 ESPL-7-B40130 

C280 

*1100 

Key Switch 

1 ESPL-7-B40130 

C280 

*1 100RG 

Key Switch 

1 ESPL-7-B40130 

C280 

NS402E-01 

Motor Driven Deadlatch 

1 ESPL-7-B40130 

C280 

NS402EFS-01 

Motor Driven Deadlatch 

1 ESPL-7-B40130 

C280 


EQUIV. 


‘Cylinder must be sent to Folger-Adam for modification. Removable cam is attached with screws. 
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FOX POLICE LOCK 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

None 

Crossbar Deadlock 

A20885 

N/A 
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GEMINI (Architectural Control Systems, Inc.) 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

1310 

Switch Lock 

1 E74 

C4 


89 



GENERAL 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

SL84 

Mortise Cylinder 

A7697 



1153 

Rim Cylinder 

1 E72 



M 2100 

Passage 

No Key 


34HON 

M2100D 

Dummy 

No Key 



M2110T 

Patio 

No Key 



M 21 IOTxE 

Privacy 

No Key 


34HOL 

M2110A 

Storeroom 

A7697 (2 Req.) 


34HC 

M2110B 

Storeroom 

A7697 


34HB 

M 21 10C 

Storeroom 

A7697 



M 221 0A 

Deadbolt 

A7697 (2 Req.) 


34HT 

M 221 0B 

Deadbolt 

A7697 


34HP 

M 221 0C 

Deadbolt 

A7697 


34HS 

M 2300A 

Playcourt 

A7697 (2 Req.) 



M 2300AW 

Entrance 

A7697 (2 Req.) 


34H_G 

M 2300B 

Office 

A7697 



M 2300C 

Classroom 

A7697 



M 2301 A 

Playcourt 

A7697 (2 Req.) 



M 2301 B 

Office 

A7697 


34HE 

M 2301 C 

Classroom 

A7697 


34HJ 

M 2301 CR 

Emergency 

1 E64xA9229 

C223 


M 231 0A 

Bank 

A7697 (2 Req.) 



M 231 OB 

Entrance 

A7697 


34HA 

M 231 OC 

Entrance 

A7697 



Z Prefix 

Mortise Locks 

No Adaptation Available 



3000* 

Mortise 

1 E74 

C4 



*See Schlage 3000-6000 Series for specific function adaptations and equivalents. 


90 



GENERAL 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

4000* 

Mortise 

1 E74 

C4 

5000* 

Mortise 

1 E74 

C4 

6000* 

Mortise 

1 E74 

C4 


*See Schlage 3000-6000 Series for specific function adaptations and equivalents. 
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GETTY 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

1113 

Mortise Lock 

1 E74 

C4 

1349 

Mortise Lock 

1 E74xA1247 

Cl 27 

1365 

Mortise Lock 

1 E74xA1247 

Cl 27 

1375 

Mortise Lock 

1 E74xA1247 

Cl 27 

1512 

Mortise Lock 

1 E74 

C4 

1657 

Mortise Lock 

1 E74 

C4 

1659 

Mortise Lock 

1 E74 

C4 
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HAUSERMAN 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

6012 

Hauserman Mortise 

1 E74 

C4 

6013 

Hauserman Mortise 

1 E74 

C4 
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HENNE MARINE CONSTRUCTION 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

625 

Deadlock 

No Adaptation Available 


626 

Door Lock 

No Adaptation Available 


629 

Door Lock 

No Adaptation Available 


629 R 

Door Lock 

No Adaptation Available 


635 F 

Deadlock 

Cannot Adapt 


635W 

Deadlock 

Cannot Adapt 


636R 

Deadlock 

Cannot Adapt 


636W 

Deadlock 

1 E74 

C4 

637R 

Deadlock 

Cannot Adapt 


638 F 

Deadlock 

Cannot Adapt 


639 R 

Deadlock 

Cannot Adapt 


640 F 

Deadlock 

Cannot Adapt 


641 

Deadlock 

Cannot Adapt 


642 

Deadlock 

Cannot Adapt 


642A 

Deadlock 

Cannot Adapt 


643 

Deadlock 

Cannot Adapt 


644 

Deadlock 

1 E74 

C4 

645 

Latch Lock 

Cannot Adapt 


646 

MS Lock 

1 E74 

C4 

647 

Deadlock 

1 E74 

C4 

648 

Deadlock 

Cannot Adapt 


649 

Deadlock 

1 E74 

C4 

650 

Deadlock 

1 E74 

C4 

652 

Deadlock 

1 E74 

C4 

653 

Deadlock 

Cannot Adapt 


654 

Deadlock 

Cannot Adapt 


655 

Mortise Lock 

Cannot Adapt 
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HENNE 

MARINE CONSTRUCTION 


CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

655W 

Mortise Lock 

Cannot Adapt 


702 

Mortise Lock 

1 E74 (2 Req.) 

C4 

703 

Mortise Lock 

1 E74 

C4 

704 

Mortise Lock 

1 E74 

C4 

705 

Mortise Lock 

1 E74 

C4 

706 

Mortise Lock 

1 E74 

C4 

707 

Mortise Lock 

1 E74 

C4 

708 

Mortise Lock 

1 E74 

C4 

709 

Mortise Lock 

1 E74 

C4 

711 

Mortise Lock 

1 E74 

C4 

712 

Mortise Lock 

1 E74 

C4 

713 

Front Door Lock 

1 E74 

C4 

714 

Bathroom Lock 

No Key 


715 

Communicating Door Lock 

1 E74 (2 Req.) 

C4 

716 

Deadlock 

1 E74 (2 Req.) 

C4 

717 

Exit Lock 

1 E74 (2 Req.) 

C4 

718 

Guest Room Lock 

1 E74 

C4 

719 

Office Lock 

1 E74 

C4 

720 

Bit Key 

Cannot Adapt 


721 

Bathroom Lock 

No Key 


722 

Bathroom Lock 

No Key 


723 

Bathroom Lock 

No Key 


724 

Storage Lock 

1 E74 

C4 

725 

Deadlock 

1 E74 (2 Req.) 

C4 

726 

Front Door Lock 

1 E74 

C4 

730 

Bit Key 

Cannot Adapt 


780 

Sliding Door Lock 

1 E74 

C4 
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HENNE 


MARINE CONSTRUCITON 


NUMBER ARTICLE 


CAM ORDER 

ADAPT CODE NO. EQUIV. 


781 

Sliding Door 

1 E74 

C4 

782 

Sliding Door 

1 E74 (2 Req.) 

C4 

783 

Sliding Door 

1 E74 

C4 

784 

Sliding Door 

1 E74 

C4 

785 

Sliding Door 

1 E74 

C4 

786 

Sliding Door 

No Key 


800 

Bit Key 

Cannot Adapt 


801 

Bit Key 

Cannot Adapt 


802 

Rim Lock 

1 E74 

C4 

803 

Bit Key 

Cannot Adapt 


804 

Bit Key 

Cannot Adapt 


820 

Rim Deadlock 

1 E74 

C4 

821 

Rim Deadlock 

1 E74 

C4 

850 

Toilet Door Lock 

No Key 


851 

Toilet Door Lock 

No Key 


852 

Mortise Lock 

No Key 


853 

Mortise Lock 

No Key 


854 

Mortise Lock 

No Key 


855 

Mortise Lock 

No Key 


856 

Sliding Door 

No Key 


857 

Mortise Lock 

No Key 


858 

Mortise KIK 

No Adaptation Available 


860 

Screen Door 

No Key 


862 

Screen Door 

No Key 
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HIBBARD 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 


Special 

Mortise 

1E74xA1799 Outside 

Cl 52 



1 E74xA1798 Inside 

C151 
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INDEPENDENT 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE 

201 

Rim Night Latch 

1 E72 


203 

Rim Deadbolt 

1 E72 


210 

Rim Night Latch 

1 E72 


218 

Rim Night Latch 

1 E72 


219 

Rim Night Latch 

1 E72 


241 

Rim Night Latch 

1 E72 


243 

Rim Deadbolt 

1 E72 


244 

Rim Deadbolt 

1 E72 


245 

Rim Deadbolt 

1 E72 


246 

Rim Deadbolt 

1 E72 


247 

Rim Deadbolt 

1 E72 


248 

Rim Deadbolt 

1 E72 


250 

Rim Night Latch 

1 E72 


263GY 

Rim Night Latch 

1 E72 


2631V 

Rim Night Latch 

1 E72 


264GY 

Rim Night Latch 

1 E72 


2641V 

Rim Night Latch 

1 E72 


265 

Rim Night Latch 

1 E72 


401 

Jimmy Proof Lock 

1 E72 


401 C 

Jimmy Proof Lock 

1 E72 (Outside) 

No Adaptation Available inside 

4001 

Mortise Cylinder 1" 

1 E74 

C4 

4001-1/2 

Mortise Cylinder 1-1/8" 

1 E74 

C4 

4002 

Mortise Cylinder 1-1/4" 

1 E74 

C4 

4002-1/2 

Mortise Cylinder 1-3/8" 

1 E74 Min. Size 

C4 

4003 

Mortise Cylinder 1-1/2" 

1 E74-22 

C4 

4004 

Mortise Cyl. Adjustable 

1 E74 

C4 


EQUIV. 



INDEPENDENT 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

4014 

Rim Cylinder 

1 E72 


4019 

Rim Cylinder 

1 E72 


4038 

Rim Cylinder 

1 E72 



MARINE LOCKS 



4054 

Cabinet Lock 

Cannot Adapt 

5LMD2 

4058 

Cabinet Lock 

Cannot Adapt 

5LMD2 

4068 

Cabinet Lock 

Cannot Adapt 

5LMD2 

6391 

Rim Deadbolt 

1 E72 


M7050K 

Bit Key Mortise 

Cannot Adapt 


M7052K 

Bit Key Mortise 

Cannot Adapt 


M7234K 

Mortise 

1 E74 (2 Req.) 

C4 

M7438K 

Mortise Latch 

No Key 


8020S 

Mortise Knob Lock 

No Key 


8030S 

Mortise Knob Lock 

No Key 


8050S 

Bit Key Mortise 

Cannot Adapt 


8060S 

Bit Key Rim 

Cannot Adapt 


M8060K 

Bit Key Rim 

Cannot Adapt 


M8061S 

Bit Key Rim 

Cannot Adapt 


8200S 

Mortise Lock 

1 E74 

C4 

8230S 

Mortise Sliding Lock 

1 E74 (2 Req.) 

C4 

8250P 

Cabinet Lock 



8280S 

Mortise Deadlock 

1 E74 

C4 

8290S 

Mortise Deadlock 

1 E74 (2 Req.) 

C4 

8320S 

Mortise Lock 

1 E74 

C4 

8360S 

Mortise Lock 

1 E74 

C4 

8370S 

Rim Deadlock 

1 E72 




INDEPENDENT 


NUMBER 

8380S 

M8390K 

8420S 

M8424S 

8440S 

8447S 

8450S 

M8450K 

M8455S 

M8466S 

M8496S 

M9201K 

M9203K 

M9231K 

M9321K 

M9361K 


ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

Rim Night Latch 

1E72 


Rim Lockset 

No Adaptation Available 


Mortise Latch 

No Key 


Mortise Latch 

No Key 


Rim Latch 

No Key 


Rim Latch 

No Key 


Rim Latch 

No Key 


Rim Latch 

No Key 


Rim Latch 

No Key 


Rim Lock 

Cannot Adapt 


Rim Lock 

Cannot Adapt 


Mortise Lock 

1 E74 

C4 

Mortise Lock 

1 E74 

C4 

Mortise Sliding Lock 

1 E74 (2 Req.) 

C4 

Mortise Lock 

1 E74 

C4 

Mortise Lock 

1 E74 

C4 
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JACKSON 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

885x809-3 

Concealed Panic Device 

1 E64XA5979xR705 

C181 



1 E74xA5979xR707 

C181 

880H 

Panic Device 

1 E74 

C4 


(Formerly 808E) 



1085 

Jackson Panic Device 

1 E64xA5979xR705 

C181 



1 E74xA5979xR707 

C181 

1095 

Rim Panic Device 

1 E72 


2085 

Concealed Panic Device 

1 E64xA5979xR705 

C181 



1 E74xA5979xR707 

C181 
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KAWNEER 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

CR90 

Panic Device 

1 E74 

C4 

190 

Concealed Narrow Rail 
Panic Device 

1 E72 


37-116 

Deadbolt 

* 1 E74xA5979 

C181 

37-163 

Round Face Deadbolt 
(Narrow Stile Doors) 

1 E74xA4445 

Cl 69 

37-164 

RH Beveled Face Deadbolt 

1 E74xA4445 

Cl 69 

37-165 

LH Beveled Face Deadbolt 

1 E74xA4445 

Cl 69 

37-166 

LH Beveled Face Deadbolt 
(Maximum Security) 

No Adaptation Available 


37-167 

RH Beveled Face Deadbolt 
(Maximum Security) 

*1 E74xA5979 

C181 

37-168 

Round Face Deadbolt 

*1 E74xA5979 

C181 

37-169 

Thumb Turn Cylinder 

1 E7A4xA1247 

C127 

37-172 

Mortise Cylinder 

1 E74xA1247 

C127 

37-173 

Mortise Cylinder 

1 E74xA1247 

C127 

37-174 

Mortise Dummy Cylinder 
1 -5/32" dia. 

1 E04 


37-175 

Mortise 1-5/32" Cylinder 
.545 Cam 

* 1 E74xA5979 

C181 

37-176 

Mortise Thumb Turn 

1 E7A4xA5979 

C181 

37-177 

Mortise 1-5/32" Cylinder 
.545 Cam 

* 1 E74xA5979 

C181 

37-305 

Rim 1-5/32" Cylinder 

A9307 


37-309 

RH Adams-Rite Latch 

1 E74xA4445 

Cl 69 

37-310 

LH Adams-Rite Latch 

1 E74xA4445 

Cl 69 

37-31 1 

RH Round Face 

1 E74xA4445 

Cl 69 


*The 1 E74xA5979 (Cl 81 ) may be used with the cylinder rings shown on Drawing B2752. Locks require either 1 or 
2 cylinders as specified. 
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KAWNEER 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE 

37-312 

LH Round Face 

1 E74xA4445 

Cl 69 

37-313 

Adams-Rite Latch 

1 E74xA4445 

Cl 69 

37-314 

Adams-Rite Latch 

1 E74xA4445 

Cl 69 

37-315 

Adams-Rite Latch 

1 E74xA4445 

Cl 69 

37-316 

Adams-Rite Latch 

1 E74xA4445 

Cl 69 

37-317 

Adams-Rite Latch 

1 E74xA4445 

Cl 69 

37-318 

Adams-Rite Latch 

1 E74xA4445 

Cl 69 

37-319 

Adams-Rite Latch 

1 E74xA4445 

Cl 69 

37-320 

Adams-Rite Latch 

1 E74xA4445 

Cl 69 

37-321 

Adams-Rite Latch 

1 E74xA4445 

Cl 69 

37-322 

Adams-Rite Latch 

1 E74xA4445 

Cl 69 

37-323 

Adams-Rite Latch 

1 E74xA4445 

Cl 69 

37-324 

Adams-Rite Latch 

1 E74xA4445 

Cl 69 

37-325 

Adams-Rite Latch 

1 E74xA4445 

Cl 69 

37-341 

Rim 1-5/32" Cylinder 

1 E72 


37-371 

RH Round Face 

1 E74xA4445 

Cl 69 

37-372 

LH Round Face 

1 E74xA4445 

Cl 69 

37-373 

RH Round Face 

1 E74xA4445 

Cl 69 

37-374 

LH Round Face 

1 E74xA4445 

Cl 69 

47-252 

Deadbolt 

*1 E74xA5979 

C181 

47-762 

Special Lock Assembly, 

No Adaptation Available 



Style Lite "125" Door 


EQUIV. 


47-774 Mortise 1-5/32" Cylinder 1E74xA4445 

.625 R. Cam 


Cl 69 


47-775 Mortise 1-5/32" Thumb 

Turn .625 R. Cam 


1 E7A4xA1 0509 C410 


'The 1 E74xA5979 (Cl 81 Cam) may be used with the cylinder rings shown on Drawing A2752. Locks require 
either 1 or 2 cylinders as specified. 
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KAWNEER 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

47-825 

Mortise 1-5/32" Cylinder 

1 E74xA4445 

Cl 69 


.625 R. Cam 



55-244 

Mortise 

* 1 E74xA5979 

C181 

Paneline 

Exit Device 

1 E64xR707 

C4 



1 E74xR709 

C4 


*The 1 E74xA5979 (Cl 81 Cam) may be used with the cylinder rings shown on Drawing B2752. Locks require 
either 1 or 2 cylinders as specified. 
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KEIL 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

29 

Rim Cylinder 

1 E72 



30 

Rim Cylinder 

1 E72 



31 

Rim Cylinder 

1 E72 



35 

Mortise Cylinder 

1 E74xA1225 

Cl 23 


SI 055 

Lock 

1 E72 



1066 

Jimmy Proof 

1 E72 



1088 

Jimmy Proof 

1 E72 Outside 
Cannot Adapt Inside 



9158 

Keil Truck Unit 

No Adaptation Available 



9159 

Keil Refrigerator Lock 

A1752 



20618 

Mortise Deadlock 

1 E74xA1225 

Cl 23 

38 PU- 

20619 

Mortise Deadlock 

1 E74xA1225 

Cl 23 

SS H_K 

20620 

Mortise Deadlock 

1 E74xA1225 (2 Req.) 

C123 

38HM 

20622 

Mortise Deadlock 

1 E74xA1225 

Cl 23 

38HL 

20623 

Mortise Deadlock 

1 E74xA1225 

Cl 23 

38HK 

20624 

Mortise Deadlock 

1 E74xA1225 (2 Req.) 

C123 

38HM 

20666 

Mortise Latch 

1 E74xA1225 

Cl 23 


20667 

Mortise Latch 

1 E74xA1225 (2 Req.) 

Cl 23 


51000 

Rim Deadlock 

1 E72 Outside 
Cannot Adapt Inside 



E51001 

Rim Deadlock 

1 E72 



51039 

Rim Latch 

1 E72 



51040 

Rim Latch 

1 E72 



51041 

Rim Latch 

1 E72 



51043 

Rim Latch 

1 E72 



51050 

Rim Deadlock 

1 E72 



51055 

Rim Deadlock 

1 E72 



51060 

Rim Night Latch 

1 E72 
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KEIL 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

51063 

Rim Night Latch 

1 E72 


51065 

Rim Night Latch 

1 E72 


B51075 

Mortise Deadlock 

1 E74xA1225 

Cl 23 

B51076 

Mortise Deadlock 

1 E74xA1225 (2 Req.) 

Cl 23 

B51090 

Mortise Lock 

1 E74xA1225 (2 Req.) 

Cl 23 
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KIRK 


ARTICLE 


ADAPT 


CAM ORDER 
CODE NO. 


EQUIV. 


NUMBER 

Unknown Kirk Interlock * ** A4637, 7 pin or 

**A7619, 7 pin 


*A4637, 7 pin key removable in only one position, bolt extended or retracted. 

**A7619, 7 pin same as A4637 except includes cylinder ring and retaining pin for mounting cylinder in Kirk 
Housing. 
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LINCOLN 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

Unknown 

Panic Device 

1 E72 
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LOCKNETICS SECURITY ENGINEERING (A Harrow Company.) 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

640-04/1 X LI 

Key Switch 

1 E74 

*C4 

Inverted Cam 

640-05 

Key Switch 

1 E74 

*C4 

Inverted Cam 

642-K04 x P5L1 

Key Switch 

1 E74 

*C4 

Inverted Cam 

N641-05 

Key Switch 

1 E74 

*C4 

Inverted Cam 

643 Series 

Key Switch 

1 E74 

*C4 

Inverted Cam 

643-05 

Key Switch 

1 E74 

*C4 

Inverted Cam 

753-5 & 6 


1 E74-A995-R804 

Cl 18 

868 


1 E74 

C4 

7500 Series 

Key Switch 

1 E74-A995-R804 

Cl 18 

7501 

Key Switch 

1 E74-A995-R804 

Cl 18 

7551 

Key Switch 

1 E74-A995-R804 

Cl 18 


* Inverting the cam is done at installation. The cylinder is assembled normally. 
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LOCKWOOD 

(MATHESON, INC) 


CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

60C 

Exit Device 

No Key 


61C 

Exit Device 

1 E74xA1247 

C127 

70B 

Exit Device 

No Key 


70BN 

Exit Device 

No Key 


71 B 

Exit Device 

1 E72 


71 BN 

Exit Device 

1 E72 


75B 

Exit Device 

No Adaptation Available 


75BN 

Exit Device 

No Adaptation Available 


80B 

Exit Device 

No Key 


81 B 

Exit Device 

1 E74xA1247 

C127 

81 F 

Exit Device 

1 E74xA1247 

C127 

81-1/2B 

Exit Device 

1 E74xA1247 Outside 

C127 



1 E7430xA1247 Inside 

C127 

82B 

Exit Device 

1 E74xA1247 

C127 

82-1 /2B 

Exit Device 

1 E74xA1247 Outside 

C127 



1 E7430xA1247 Inside 

C127 

83B 

Exit Device 

1 E74xA1247 

C127 

83 F 

Exit Device 

1 E74xA1247 

C127 

90B 

Exit Device 

No Key 


90F 

Exit Device 

No Key 


91 B 

Exit Device 

1 E72 


91 F 

Exit Device 

1 E72 


91-1/2B 

Exit Device 

1 E72 Outside 
A4471 Inside 


91-1/2F 

Exit Device 

1 E72 Outside 
A4471 Inside 


92B 

Exit Device 

1 E72 


92 F 

Exit Device 

1 E72 
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EQUIV. 



LOCKWOOD (MATHESON, INC.) 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT CODE NO. EQUIV. 

92-1 /2B 

Exit Device 

1 E72 Outside 




A4471 Inside 


92-1 /2F 

Exit Device 

1 E72 Outside 




A4471 Inside 


93B 

Exit Device 

1 E72 


93 F 

Exit Device 

1 E72 



HEAVY DUTY 



*1-1110 

Passage 

No Key 

83KON 

*H1 12DL 

Exit 

No Key 

83KONX 

*H1 15DL 

Closet 

No Key 

83KOZ 

*H120 

Privacy 

No Key 

83KOL 

*H122DL 

Communicating 

No Key 

83KOM 

*H123DL 

Exit 

No Key 

83KOQ 

*H124DL 

Exit 

No Key 

83KOP 

*H125 

Privacy 

No Key 


*H130DL 

Exterior 

No Adaptation Available 

83KA 

*H131 DL 

Classroom 

No Adaptation Available 


*H132DL 

Store Door 

No Adaptation Available 

83 KG 

*H133DL 

Communicating 

No Adaptation Available 


*H134DL 

Utility 

No Adaptation Available 

83KD 

*H135DL 

Exit 

No Adaptation Available 

83K_C 

*H136DL 

Dormitory 

No Adaptation Available 

83KT 

*H137DL 

Office 

No Adaptation Available 

83 KB 

*H138DL 

Exterior 

No Adaptation Available 

83KAB 


*NH prefix is same Cylindrical function as H prefix. 
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LOCKWOOD (MATHESON, INC.) 


NUMBER 

ARTICLE 

ADAPT 

*H139DL 

Classroom 

No Adaptation Available 

*H140DL 

Hotel 

No Adaptation Available 

*H141 DL 

Exterior 

No Adaptation Available 

*H142DL 

Store Room 

No Adaptation Available 

*H143DL 

Communicating 

No Adaptation Available 

*H144DL 

Communicating 

No Adaptation Available 

*H148DL 

Hotel 

No Adaptation Available 

*H160 

Passage 

No Adaptation Available 

*H180DL 

Exterior 

No Adaptation Available 

*H181 DL 

Classroom 

No Adaptation Available 

*H184DL 

Utility 

No Adaptation Available 

*H185DL 

Exit 

No Adaptation Available 


MEDIUM DUTY 


‘S1 10 

Passage Latch 

No Key 

‘S112DL 

Exit Latch 

No Key 

‘S1 15 

Closet Latch 

No Key 

‘SI 20 

Bathroom-Bedroom 

No Key 

‘S123DL 

Exit Latch 

No Key 

‘S124DL 

Patio Lock 

No Key 

‘S130DL 

Exterior Lock 

Cannot Adapt 

‘SI 31 DL 

Classroom Lock 

Cannot Adapt 

‘S134DL 

Storeroom Lock 

Cannot Adapt 

‘S137DL 

Office Door 

Cannot Adapt 


CAM ORDER 
CODE NO. EQUIV. 


83KH 
83KE 
83 K_S 
83K_W 


83KON-3/4 

83KA-3/4 

83KD-3/4 

83K_C-3/4 

62KON 

62KON 

62KOL 


62KAB 

62KR 

62KD 

62KAB 


*NH prefix is same Cylindrical function as H prefix. 
**NS prefix is same Cylindrical function as S prefix. 
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LOCKWOOD (MATHESON, IND.) 
NUMBER ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

"S138DL 

All Purpose Lock 

Cannot Adapt 


"S140DL 

Hotel & Motel Lock 

Cannot Adapt 


"S141DL 

Service Station Lock 

Cannot Adapt 


"S146DL 

Classroom-Closet Latch 

Cannot Adapt 


L203 

Rim Deadlock 

1 E72 


L203C 

Rim Deadlock 

1 E72 


300 Series 

Panic Exit Devices same as 70, 80 and 90 Series except 
supplied unfinished and with steel cross bar. 


L401 

Jimmy Proof Rim Lock 

1 E72 


L401C 

Jimmy Proof Rim lock 

1 E72 Outside Only 


930 Series 

Lever Handle Cylindrical 

** Use Equiv. 


951 

Mortise Cylinder 

1 E72xA1247 

C127 

953 

Rim Cylinder 

1 E72 


954 

Mortise Cylinder 

1 E74xA4796 

Cl 73 

956 

Rim Cylinder 

1 E72 


959 

Dummy Mortise Cylinder 

1 E04 


961 

Mortise Hotel Cylinder 

A5999 RH 
A5998 LH 


967 

Mortise Cylinder 

1 E74xA1247 

C127 

968 

Rim Cylinder 

1 E72 


970 Series 

Lever Handle Cylindrical 

** Use Equiv. 



MORTISE DEADLOCKS AND TUBULARS 


1210 

Mortise Latch 

1 E74xA1247 

Cl 27 

1210-3/4 

Mortise Latch 

1 E74xA1247 

C127 

1215 

Mortise Latch 

1 E74xA1247 

Cl 27 


*NS prefix is same Cylindrical function as S prefix. 
"‘Examine door preparation for 9K compatibility. 


EQUIV. 

62KAB 

62KE 

62KR 


9K714D 


9K715D 
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LOCKWOOD (MATHESON, INC.) 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

EQUIV. 

1215-3/4 

Mortise Latch 

1 E74xA1247 

Cl 27 


1216-3/4 

Mortise Latch 

1 E74xA1247 Outside 
A1733 Inside 

Cl 27 


A2214 

Deadbolt 

1 E74xA1247 

C127 

38H_L 

A2214-1/2 

Deadbolt 

1 E74xA1247 

C127 

38HK 

A22 14-3/4 

Deadbolt 

1 E74xA1247 (2 Req.) 

C127 

38H_M 

A22 14-7/8 

Classroom Deadbolt 

1 E74xA1247 

C127 

38 HR 

2220 

Tubular 

A2457 



2221 

Tubular 

A2457 



2222 

Tubular 

B4309 



2223 

Tubular 

A9627 RH 
A9630 LH 



2226-7/8 

Classroom Deadbolt 

1 E74xA1247 

C127 

38HR 

2227 

Deadbolt 

1 E74xA1247 

C127 

38HL 

2227-1/2 

Deadbolt 

1 E74xA1247 

C127 

38HK 

2227-3/4 

Deadbolt 

1 E74xA1247 (2 Req.) 

C127 

38HM 

2230 

Lock 1-1/2" Backset 

1 E74xA1247 

C127 

38H_L 

2230-1/2 

Lock 1-1/2" Backset 

1 E74xA1247 

C127 

38HK 

2230-3/4 

Lock 1-1/2" Backset 

1 E74xA1247 (2 Req.) 

C127 

38HM 

2232 

Lock 1 " Backset 

1 E74xA1247 

C127 

38HL 

2232-1/2 

Lock 1 " Backset 

1 E74xA1247 

C127 

38HK 

2232-3/4 

Lock 1 " Backset 

1 E74xA1247 (2 Req.) 

C127 

38HM 

2243 

Lock 

1 E74xA1247 

C127 

38H_L 

2243-1/2 

Lock 

1 E74xA1247 

C127 

38HK 

2243-3/4 

Lock 

1 E74xA1247 (2 Req.) 

C127 

38HM 

2245 

Lock 

1 E74xA4796 

Cl 73 


2245-1/2 

Lock 

1 E74xA4796 

Cl 73 


2245-3/4 

Lock 

1 E74xA4796 (2 Req.) 

Cl 73 

38HM 
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LOCKWOOD (MATHESON, INC.) 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

EQUIV. 

2272 

Bit Key Lock 

Cannot Adapt 



F5000 

Entrance Lock 

1 E74xA1247 

C127 


T5000 

Entrance Lock 

1 E74xA1247 

C127 

34HA 

F5000-1/4 

Closet Door 

1 E74xA1247 

Cl 27 


T5000-1/4 

Closet Door 

1 E74xA1247 

Cl 27 


F5000-1/2 

Office Lock 

1 E74xA1247 

C127 


T5000-1/2 

Office Lock 

1 E74xA1247 

C127 


F5000-5/8 

Closet Lock 

1 E74xA1247 

C127 


T5000-5/8 

Closet Lock 

1 E74xA1247 

C127 

34H_E\ 

F5000-3/4 

Office Lock 

1 E74xA1247 

C127 


T5000-3/4 

Office Lock 

1 E74xA1247 

C127 

34HE 

T5017 

Deadbolt 

1 E74xA1247 

C127 

34H_S 

T50 17-1/2 

Deadbolt 

1 E74xA1247 

C127 

34HP 

T50 17-3/4 

Deadbolt 

1 E74xA1247 (2 Req.) 

C127 

34HT 

F5020 

Entrance Lock 

1 E74xA1247 (2 Req.) 

C127 


T5020 

Entrance Lock 

1 E74xA1247 (2 Req.) 

C127 


5022 

Sliding Door Lock 

1 E74xA1247 

C127 


5023 

Sliding Door Lock 

1 E74xA1247 (2 Req.) 

C127 


F5030 

Entrance Lock 

1 E74xA1247 

C127 


T5030 

Entrance Lock 

1 E74xA1247 

C127 

34HB 

5034 

Entrance Lock 

Send Sample 



F5035 

Closet Lock 

1 E74xA1247 

C127 


T5035 

Closet Lock 

1 E74xA1247 

Cl 27 34H 

l_C x 1 ( 

5036 

Entry 

Send Sample 



5037 

Entry 

Send Sample 



F5038 

Communicating 

No Key 



T5038 

Communicating 

No Key 
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LOCKWOOD (MATHESON, INC.) 
NUMBER ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

EQUIV. 

5039 

Closet 

No Adaptation Available 



5044 

Entrance Lock 

1 E74xA4796 

Cl 73 


5046 

Entrance Lock 

1 E74xA4796 

Cl 73 


5048 

Entrance Lock 

1 E74xA4796 (2 Req.) 

Cl 73 


F5049 

Bathroom Lock 

No Key 



T5049 

Bathroom Lock 

No Key 


34HOL 

F5055-1/2 

Public Toilet 

1 E74xA1247 (2 Req.) 

C127 


T5055-1/2 

Public Toilet 

1 E74xA1247 (2 Req.) 

C127 

34H_G 

F5055-3/4 

Public Toilet 

1 E74xA1247 (2 Req.) 

C127 


T5055-3/4 

Public Toilet 

1 E74xA1247 (2 Req.) 

C127 

34H_G 

F5056-1/2 

Classroom Lock 

1 E74xA1247 

C127 


T5056-1/2 

Classroom Lock 

1 E74xA1247 

C127 


F5056-3/4 

Classroom Lock 

1 E74xA1247 

C127 


T5056-3/4 

Classroom Lock 

1 E74xA1247 

C127 

34HJ 

T5070 

Hotel Lock 

No Adaptation Available 



5074 

Entry 

1 E74xA4796 

Cl 73 


5076 

Entry 

1 E74xA4796 

Cl 73 


5077 

Closet 

1 E74xA4796 

Cl 73 


5078 

Entry 

1 E74xA4796 (2 Req.) 

Cl 73 


5080 

Hotel Lock 

No Adaptation Available 



5082 

Hotel Lock 

No Adaptation Available 



F5084 

Passage Lock 

No Key 



T5084 

Passage Lock 

No Key 


34HON 

5085 

Hotel Lock 

No Adaptation Available 



5086 

Hotel Lock 

No Adaptation Available 



5090 

Narrow Backset 

1 E74xA1247 

C127 


R5090 

Narrow Backset 

No Adaptation Available 
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LOCKWOOD (MATHESON,INC.) 

NUMBER 

ARTICLE 

5094 

Entry 

5096 

Entry 

5097 

Closet 

B5100 

Entrance Lock 

B5 100-1/4 

Closet Lock 

B5 100-1/2 

Office Lock 

B5 100-5/8 

Closet Lock 

B5 100-3/4 

Office Lock 

B5117 

Deadbolt 

B51 17-1/2 

Deadbolt 

B51 17-3/4 

Deadbolt 

B51 17-7/8 

Deadbolt 

B5120 

Entrance Lock 

B5130 

Entrance Lock 

B5135 

Closet Lock 

B5138 

Communicating Lock 

B5149 

Bathroom Lock 

B51 55-1/2 

Public Toilet Lock 

B5 155-3/4 

Public Toilet Lock 

B5 156-1/2 

Classroom Lock 

B5 156-3/4 

Classroom Lock 

G5 159-1/2 

Office Lock 

G5 159-3/4 

Office Lock 

B5160 

Exit Doors 

B5164 

Dormitory 

B5165 

Dormitory 


ADAPT 

CAM ORDER 
CODE NO. 

1 E74xA4796 

Cl 73 

1 E74xA4796 

Cl 73 

1 E74xA4796 

Cl 73 

1 E74xA1247 

C127 

1 E74xA1247 

C127 

1 E74xA1247 

C127 

1 E74xA1247 

C127 

1 E74xA1247 

C127 

1 E74xA1247 

C127 

1 E74xA1247 

C127 

1 E74xA1247 (2 Req.) 

C127 

1 E74xA1247 

C127 

1 E74xA1247 (2 Req.) 

C127 

1 E74xA1247 

C127 

1 E74xA1 247 

C127 

No Key 


No Key 


1 E74xA1247 (2 Req.) 


1 E74xA1247 (2 Req.) 


1 E74xA1247 

C127 

1 E74xA1247 

C127 

1 E74xA4796 

Cl 73 

1 E74xA4796 

Cl 73 

1 E74xA1247 (2 Req.) 

C127 

1 E74xA1247 

C127 

1 E74xA1247 

C127 


EQUIV. 


34HA 

34HEW 

34HE 

34HS 

34HP 

34HT 

34HC 

34HB 

34H_Cx1 Cyl. 
34HOL 
34HG 
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LOCKWOOD (MATHESON, INC.) 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

G51 65-3/4 

Public Toilet Lock 

1 E74xA4796 Outside 

Cl 73 



1 E74xA1247 Inside 

C127 

G51 66-3/4 

Classroom Lock 

1 E74xA4796 

Cl 73 

B5170 

Hotel Lock 

No Adaptation Available 


B5184 

Passage Lock 

No Key 


G5187 

Passage Lock 

No Key 


G51 89-3/4 

Exit Doors 

No Key 


T5200 

Entrance 3/4" Throw 

1 E74xA4796 

Cl 73 

5117-7/8 

Cylinder Deadlock 

1 E74xA1247 

Cl 27 

5164 

Dormitory 

1 E74xA1247 

C127 

T5220 

Entrance 3/4" Throw 

1 E74xA4796 (2 Req.) 

Cl 73 

T5230 

Entrance 3/4" Throw 

1 E74xA4796 

Cl 73 

5232 

Lock 

1 E74xA1247 

C127 

T5235 

Entrance 3/4" Throw 

1 E74xA4796 

Cl 73 


LEVER HANDLE MORTISE LOCKSETS 


5500 

Entrance 

1 E74xA1247 

C127 

5500-5/8 

Closet 

1 E74xA1247 

C127 

5500-3/4 

Office 

1 E74xA1247 

Cl 27 

5530 

Entrance 

1 E74xA1247 

C127 

5549 

Bathroom 

No Key 


5555-3/4 

Public Toilet 

1 E74xA1247 (2 Req.) 

C127 

5556-3/4 

Classroom 

1 E74xA1247 

Cl 27 

5584 

Passage 

No Key 


5818 

Sliding Door Lock 

1 E74xA1247 

C127 

5818-1/2 

Sliding Door Lock 

1 E74xA1247 (2 Req.) 

Cl 27 

5910 

Latch 

1 E72 


591 0C 

Latch 

1 E72 



EQUIV. 


34HON 

34HON 
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LOCKWOOD (MATHESON, INC.) 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

5914 

Latch 

1 E72 


6298 

Jimmy Proof Rim Deadlock 

1 E72 


6299 

Jimmy Proof Rim Deadlock 

1 E72 


6377 

Rim Deadlock 

1 E72 


6377C 

Rim Deadlock 

1 E72 


6391 B 

Rim Deadlock 

1 E72 


6391 C 

Rim Deadlock 

1 E72 


7104 

Mortise Lock 

1 E74 

C4 

7107 

Mortise Lock 

1 E74 

C4 

7109 

Mortise Lock 

1 E74 

C4 

7112 

Mortise Lock 

1 E74xA20877 

C222 

7113 

Mortise Lock 

1 E74xA20877 

C222 

7114 

Mortise Lock 

1 E74xA20877 

C222 

7120 

Mortise Lock 

1 E74xA20877 

C222 

8680B 

Panic Lock 

No Key 


8681 B 

Panic Lock 

1 E74xA1247 

C127 

8681 BH 

Panic Lock 

Send Sample 


8681-1/2B 

Panic Lock 

1 E74-30xA1247 Outside 
1 E74xA1247 Inside 

C127 

C127 

8681-1/2BH 

Panic Lock 

No Adaptation Available 


8682B 

Panic Lock 

1 E74-30xA1247 

C127 

8682BH 

Panic Lock 

No Adaptation Available 


8682-1 /2B 

Panic Lock 

1 E74-30xA1247 Outside 
1 E74xA1247 Inside 

C127 

C127 

8683B 

Panic Lock 

1 E74-30xA1247 

C127 

8683BHP 

Panic Lock 

No Adaptation Available 



ENTRANCE HANDLE LOCKSETS 


8702 

Lock 

1 E74xA1247 (2 Req.) 

C127 


119 



LOCKWOOD (MATHESON, INC.) 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

T8702 

Lock 

1 E74xA1247 (2 Req.) 

Cl 27 

8702V 

Lock 

1 E74xA1247 

C127 

T8702V 

Lock 

1 E74xA1247 

C127 

8702-1/2 

Lock 

1 E74xA1247 

Cl 27 

T8702-1/2 

Lock 

1 E74xA1247 

Cl 27 

8702-3/4 

Lock 

1 E74xA1247 

Cl 27 

T8702-3/4 

Lock 

1 E74xA1247 

Cl 27 

T8702-3/4V 

Lock 

1 E74xA1247 

C127 

8702-3/4V 

Lock 

1 E74xA1247 

C127 

8705 

Lock 

1 E74xA1247 (2 Req.) 

Cl 27 

T8705 

Lock 

1 E74xA1247 (2 Req.) 

Cl 27 

8705-1/2 

Lock 

1 E74xA1247 

Cl 27 

T8705-1/2 

Lock 

1 E74xA1247 

Cl 27 

8781 

Lock 

1 E74xA1247 (2 Req.) 

Cl 27 

8782 

Lock 

No Adaptation Available 


8783 

Lock 

1 E74xA1247 

C127 

T8784 

Lock 

No Key 


8785 

Lock 

1 E74xA1247 

C127 

8788 

Lock 

1 E74xA1247 (2 Req.) 

Cl 27 

8789 

Lock 

No Adaptation Available 


17812 

Holdback Lock 

A8727 (Must be fitted to lockset.) 

17813 

Holdback Lock 

A8727 (Must be fitted to lockset.) 


Lloyd Matheson, Inc. has taken over production of some of the Lockwood Mortise Locks. Matheson products are 
using the same Lockwood catalog numbers except for some prefix letters. The Matheson line also includes 
previously unlisted mortise lock functions. If you encounter a conflict when adapting any of the Matheson 
Manufactured Locks, please advise immediately. 
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LOGAN 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 


103LR5 

Gate Multi-Lock 

1 E74xA9229xR708 

C223 


Outside Only 
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CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

4520 

Deadlock 

1 E74 

C181 
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MAG ENG. 
NUMBER 

700 




CAM ORDER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

Ultra Deadbolt 

1 ESPL-7-A8986xA1247 

C127 
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MAGNOKRON INC. 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

550-1 

Exit Device 

No Key 

550-2 

Exit Device 

No Key 

550-3 

Exit Device 

No Key 

550-4 

Exit Device 

1 E72 

550-5 

Exit Device 

1 E72 


EQUIV. 


124 



MARKS HARDWARE INC. 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODENO. EQUIV. 

*3000 Series 

Mortise W/O Deadbolt 

1 E74 

C4 

*4000 Series 

Mortise W/O Deadbolt 

1 E74 

C4 

* 4000 Series 

Mortise W/Deadbolt 

1 E74xB34077 

C258 

4000-G 

"G" Function Mortise 

No Adaptation Available 


* 5000 Series 

Mortise W/O Deadbolt 

1 E74 

C4 

*5000 Series 

Mortise W/Deadbolt 

1 E74xB34077 

C258 

5000-G 

"G" Function Mortise 

No Adaptation Available 


6000 Series 

Mortise Keyed Function 

1 E74 

C4 

7000 Series 

Mortise Keyed Function 

1 E74 

C4 

8000 Series 

Mortise Keyed Function 

1 E74 

C4 

9000 Series 

Mortise Keyed Function 

1 E74 

C4 


‘Locks without deadbolt functions use a Marks #2101 Straight Cam, (Best C4). 
“Locks with deadbolt functions use a Marks #2102 Cloverleaf Cam, (Best C258). 
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MCKINNEY 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 


None 

Lock 

1 E74xA6246 

C187 

BlOxCyl. 

Mortise Lock 

1 E74xA40088 

C234 
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MERIT 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

1781 A 

Sliding Door Lock 

1 E74 

C4 

1785 

Mortise 

1 E74 

C4 
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MODERNFOLD DOOR 


NUMBER 

ARTICLE 

ADAPT 

71 

Folding Door Lock 

No Key 

72 

Folding Door Lock 

No Key 

81 

Folding Door Lock 

No Adaptation Available 

81-1/2B 

Door Lock 

1 ESPL-7-A8687 

82 

Folding Door Lock 

No Adaptation Available 

91 

Folding Door Lock 

1 ESPL-7-A14438 

92 

Folding Door Lock 

1 ESPL-7-A14438 (2 Req.) 

95 

Folding Door Lock 

1 ESPL-7-A14438 

96 

Folding Door Lock 

1 ESPL-7-A14438 (2 Req.) 

800 

Foldor Flandle 

1 E72xR710 


CAM ORDER 
CODE NO. 


EQUIV. 
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MONARCH PANIC HARDWARE 


"ALK" Alarm Kits ("ALK" DESIGNATION ADDED TO PANIC DEVICE AS REQUIRED) 

All "ALK" Alarm Kits for the 17, 18 and 19 Series Devices require a 1 E74 Mortise Cylinder with a standard C4 
Cam. Please note that the cylinder mounts horizontal and there is a 1 6-24 second delay for the unit to alarm after 
it is placed in the alarmed position. This will allow for one authorized egress prior to alarming the unit. 

"CD" Cylinder Dogging ("CD" DESIGNATION ADDED TO PANIC DEVICE AS REQUIRED) All "CD" Kits for the 
17, 18 and 19 Series devices require a 1 E74 Mortise Cylinder with a standard C4 Cam. IMPORTANT : All cylinders 
utilized must have cam INVERTED at 6 o'clock position when cylinder is locked. This is 180 degrees different from 
normal 12 o'clock position. Cylinders mount in the horizontal position. 

"DL" Deadlocking Latch Bolt 

The "DL" designation for Monarch does not affect the cylinder or cam required. 

"F" Fire Rated 

THE "F" PREFIX DESIGNATION FOR FIRE EXIT HARDWARE DOES NOT AFFECT THE CYLINDER 
ADAPTATION OR CAM REQUIREMENT FOR MONARCH. WHEN THE "F" IS OMITTED, THE DEVICE 
MAY INCLUDE A DOGGING FEATURE. 


MONARCH PANIC HARDWARE 
NUMBER ARTICLE 


CAM ORDER 

ADAPT CODE NO. EQUIV. 


Miscellaneous Devices 


CM -T 

Panic Device 

1 E74 

C4 

R-KE1107 

Panic Device 

1 E74 

C4 

CV Series Devices 



CV-C-C 

Panic Device 

1 E74 

C4 

CV-C-DT 

Panic Device 

No Key 


CV-C-N 

Panic Device 

No Key 


CV-C-P 

Panic Device 

1 E74 

C4 

CV-C-SL 

Panic Device 

1 E74 

C4 

CV-C-SLP 

Panic Device 

1 E74 

C4 

CV-C-T 

Panic Device 

1 E74 

C4 

CV-C-TDT 

Panic Device 

No Key 


CV-C-TxLS/LK 

Panic Device 

No Key 


CV-M-N 

Panic Device 

No Key 


CV-M-P 

Panic Device 

1 E74 

C4 
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MONARCH PANIC HARDWARE 


CAM ORDER 

NUMBER ARTICLE ADAPT CODE NO. EQUIV. 


CV-M-T 

Panic Device 

1 E74 

C4 

CV-M-TDT 

Panic Device 

No Key 


CV-M-TxLS/LK 

Panic Device 

No Key 


CV2-C 

Panic Device 

1 E74 

C4 

CV2-P 

Panic Device 

1 E74 

C4 

CV2-SL 

Panic Device 

1 E74 (Min. Size) 

C4 

CV2-T 

Panic Device 

1 E74 

C4 

CV2-TD 

Panic Device 

No Key 


CV2-TDT 

Panic Device 

No Key 


XX Series Devices 



XX-C-C 

Panic Device 

1 E74 

C4 

XX-C-KE 

Panic Device 

1 E74 

C4 

XX-C-KExLS/LK 

Panic Device 

No Key 


XX-C-LE 

Panic Device 

1 E74 

C4 

XX-C-LExLS/LK 

Panic Device 

No Key 


XX-C-N 

Panic Device 

No Key 


XX-C-P 

Panic Device 

1 E74 


C4 

XX-C-SL 

Panic Device 

1 E74 

C4 

XX-C-SLP 

Panic Device 

1 E74 

C4 

XX-C-T 

Panic Device 

1 E74 

C4 

XX-C-TxLS/LK 

Panic Device 

No Key 


XX-C-TDT 

Panic Device 

No Key 


XX-M-KE 

Panic Device 

1 E74 


C4 

XX-M-KE (2) 

Panic Device 

1 E74 (Outside) 
1 E72 (Inside) 

C4 

XX-M-KExLS/LK 

Panic Device 

No Key 
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MONARCH PANIC HARDWARE 
NUMBER ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

XX-M-LE 

Panic Device 

1 E74 

C4 

XX-M-LExLS/LK 

Panic Device 

No Key 


XX-M-N 

Panic Device 

No Key 


XX-M-P 

Panic Device 

1 E74 

C4 

XX-M-T 

Panic Device 

1 E74 

C4 

XX-M-TxLS/LK 

Panic Device 

No Key 


XX-R-BA 

Panic Device 

No Key 


XX-R-DT 

Panic Device 

No Key 


XX-R-KE 

Panic Device 

1 E72 


XX-R-KE (2) 

Panic Device 

1 E72 (Outside) 
1 E72 (Inside) 


XX-R-KE (2-OC) 

Panic Device 

1 E72 (2 Req.) 
Outside only 


XX-R-KExLS/LK 

Panic Device 

No Key 


XX-R-LE 

Panic Device 

1 E72 


XX-R-LE2-LC 

Panic Device 

1 E72 (2 Req.) 


XX-R-LExLS/LK 

Panic Device 

No Key 


XX-R-P 

Panic Device 

1 E72 


XX-R-T 

Panic Device 

1 E72 


XX-R-T (2) 

Panic Device 

1 E72 (Outside) 
1 E72 (Inside) 


XX-R-T (2-OC) 

Panic Device 

1 E72 (2 Req.) 
Outside only 


XX-R-TxLS/LK 

Panic Device 

No Key 


XX-V-DT 

Panic Device 

1 E74 

C4 

XX-V-KE 

Panic Device 

1 E72 


XX-V-KExLS/LK 

Panic Device 

No Key 


XX-V-LE 

Panic Device 

1 E72 


XX-V-LExLS/LK 

Panic Device 

No Key 
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EQUIV. 



MONARCH PANIC HARDWARE 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

XX-V-N 

Panic Device 

No Key 


XX-V-SL 

Panic Device 

1 E74 

C4 

XX-V-SLE 

Panic Device 

1 E72 


XX-V-SLP 

Panic Device 

1 E74 

C4 

XX-V-T 

Panic Device 

1 E72 


XX-V-TxLS/LK 

Panic Device 

No Key 


XX-V-2-T 

Panic Device 

1 E72 


1 1 Series Devices 



11-M-KE 

Panic Device 

1 E74 

C4 

1 1-M-KExLS/LK 

Panic Device 

No Key 


11-M-LE 

Panic Device 

1 E74 

C4 

1 1-M-LExLS/LK 

Panic Device 

No Key 


11-M-N 

Panic Device 

No Key 


1 1-M-P 

Panic Device 

1 E74 

C4 

11-M-T 

Panic Device 

1 E74 

C4 

1 1-M-TxLS/LK 

Panic Device 

No Key 


11-R-KE 

Panic Device 

1 E72 


1 1-R-KExLS/LK 

Panic Device 

No Key 


11-R-LE 

Panic Device 

1 E72 


1 1-R-LExLS/LK 

Panic Device 

No Key 


11-R-N 

Panic Device 

No Key 


11-R-P 

Panic Device 

1 E72 


1 1-R-T 

Panic Device 

1 E72 


1 1-R-TxLS/LK 

Panic Device 

No Key 


11-V-KE 

Panic Device 

1 E72 


1 1-V-KExLS/LK 

Panic Device 

No Key 



EQUIV. 
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MONARCH PANIC HARDWARE 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

o 

o 

11-V-LE 

Panic Device 

1 E72 


1 1-V-LExLS/LK 

Panic Device 

No Key 


11-V-N 

Panic Device 

No Key 


1 1-V-SLE 

Panic Device 

1 E72 


11-V-T 

Panic Device 

1 E72 


1 1-V-TxLS/LK 

Panic Device 

No Key 


17 Series Devices 



17-C-C 

Panic Device 

1 E74 

C4 

17-C-DT-K 

Panic Device 

No Key 


17-C-DT-L 

Panic Device 

No Key 


17-C-K 

Panic Device 

1 E74 

C4 

1 7-C-KxLS/LK 

Panic Device 

No Key 


17-C-L 

Panic Device 

1 E74 

C4 

1 7-C-LxLS/LK 

Panic Device 

No Key 


17-C-LE 

Panic Device 

1 E74 

C4 

17-C-N 

Panic Device 

No Key (Standard) 
(Optional 1 E72) 


17-C-P 

Panic Device 

1 E74 

C4 

17-C-SL 

Panic Device 

1 E74 

C4 

17-C-SLP 

Panic Device 

1 E74 

C4 

17-C-T 

Panic Device 

1 E74 

C4 

17-C-TDT 

Panic Device 

No Key 


1 7-LxLS/LK 

Panic Device 

No Key 


17-M-DT 

Panic Device 

No Key 


17-M-DT-K 

Panic Device 

No Key 


17-M-DT-L 

Panic Device 

No Key 



EQUIV. 
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MONARCH PANIC HARDWARE 
NUMBER ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

17-M-K 

Panic Device 

1 E74 

C4 

17-M-KxLS/LK 

Panic Device 

No Key 


17-M-L 

Panic Device 

1 E74 

C4 

17-M-N 

Panic Device 

No Key 


17-M-P 

Panic Device 

1 E74 

C4 

17-M-T 

Panic Device 

1 E74 

C4 

17-M-TxLS/LK 

Panic Device 

No Key 


17-R-BA 

Panic Device 

No Key 


17-R-C 

Panic Device 

1 E72 


17-R-DT 

Panic Device 

No Key 


17-R-DT-K 

Panic Device 

No Key 


17-R-DT-L 

Panic Device 

No Key 


17-R-K 

Panic Device 

1 E74 

C4 

17-R-KxLS/LK 

Panic Device 

No Key 


17-R-L 

Panic Device 

1 E74 

C4 

17-R-LxLS/LK 

Panic Device 

No Key 


17-R-LE 

Panic Device 

1 E74 

C4 

17-R-P 

Panic Device 

1 E72 


17-R-T 

Panic Device 

1 E74 

C4 

17-R-TxLS/LK 

Panic Device 

No Key 


17-R-TDT 

Panic Device 

No Key 


17-V-BA 

Panic Device 

No Key 


1 7-V-C 

Panic Device 

1 E72 


17-V-DT 

Panic Device 

No Key 


17-V-DT-K 

Panic Device 

No Key 


17-V-DT-L 

Panic Device 

No Key 


17-V-K 

Panic Device 

1 E74 

C4 
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EQUIV. 



MONARCH PANIC HARDWARE 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

1 7-V-KxLS/LK 

Panic Device 

No Key 


17-V-L 

Panic Device 

1 E74 

C4 

1 7-V-LxLS/LK 

Panic Device 

No Key 


17-V-P 

Panic Device 

1 E72 


17-V-SL 

Panic Device 

1 E74 

C4 

17-V-SLP 

Panic Device 

1 E74 

C4 

1 7-V-T 

Panic Device 

1 E74 

C4 

1 7-V-TDT 

Panic Device 

No Key 


CD-17-V1-BA 

Panic Device 

No Key (Outside) 
1E74(Cyl Dog Inside) 

C4 

CD-17-V1-C 

Panic Device 

1 E72 (Outside) 

1 E74(Cyl Dog Inside) 

C4 

CD-17-V1-LE 

Panic Device 

1 E72 (Outside) 

1 E74(Cyl Dog Inside) 

C4 

18 Series Devices 



18-C-C 

Concealed Panic Device 

1 E74 

C4 

18-C-DT 

Concealed Panic Device 

No Key 


18-C-KE 

Concealed Panic Device 

1 E74 

C4 

18-C-KExLS/LK 

Concealed Panic Device 

No Key 


18-C-LE 

Concealed Panic Device 

1 E74 

C4 

18-C-LExLS/LK 

Concealed Panic Device 

No Key 


18-C-N 

Concealed Panic Device 

No Key 


18-C-P 

Concealed Panic Device 

1 E74 

C4 

18-C-SL 

Concealed Panic Device 

1 E74 

C4 

18-C-SLP 

Concealed Panic Device 

1 E74 

C4 

18-C-T 

Concealed Panic Device 

1 E74 

C4 

18-C-TxLS/LK 

Concealed Panic Device 

No Key 
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MONARCH PANIC HARDWARE 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

18-C-T (NL) 

Concealed Panic Device 

1 E74 

C4 

18-C-TDT 

Concealed Panic Device 

No Key 


18-M-KE 

Panic Device 

1 E74 

C4 

18-M-KE2 

Panic Device 

1 E74 (Outside) 
1 E72 (Inside) 

C4 

18-M-KExLS/LK 

Panic Device 

No Key 


18-M-LE 

Panic Device 

1 E74 

C4 

18-M-LExLS/LK 

Panic Device 

No Key 


18-M-N 

Panic Device 

No Key 


18-M-P 

Panic Device 

1 E74 

C4 

18-M-T 

Panic Device 

1 E74 

C4 

1 8-M-TxLS/LK 

Panic Device 

No Key 


18-M-T2 

Panic Device 

1 E74 (Outside) 
1 E72 (Inside) 

C4 

18-R-BA 

Panic Device 

No Key 


18-R-KE 

Panic Device 

1 E72 


18-R-KExLS/LK 

Panic Device 

No Key 


18-R-KE(2) 

Panic Device 

1 E72 (Outside) 
1 E72 (Inside) 


18-R-KE2 (OC) 

Panic Device 

1 E72 (2 Req'd) 
Outside Only 


18-R-LE 

Panic Device 

1 E72 


18-R-LExLS/LK 

Panic Device 

No Key 


18-R-P 

Panic Device 

1 E72 


18-R-T 

Panic Device 

1 E72 


18-R-TxLS/LK 

Panic Device 

No Key 


18-V-BA 

Panic Device 

No Key 


18-V-KE 

Panic Device 

1 E72 


18-V-KExLS/LK 

Panic Device 

No Key 
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MONARCH PANIC HARDWARE 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

18-V-LE 

Panic Device 

1 E72 


18-V-LExLS/LK 

Panic Device 

No Key 


18-V-SL 

Panic Device 

1 E74 

C4 

18-V-SLE 

Panic Device 

1 E72 


18-V-SLP 

Panic Device 

1 E74 

C4 

18-V-T 

Panic Device 

1 E72 


18-V-TxLS/LK 

Panic Device 

No Key 


18-V-T2 

Panic Device 

1 E72 


CD-18-V1-DT 

Panic Device 

No Key (Outside) 
1E74(Cyl Dog Inside) C4 


CD-18-V1-T 

Panic Device 

1 E72 (Outside) 

1 E74(Cyl Dog Inside) C4 


18-V2-LE 

Panic Device 

1 E72 


19 Series Devices 



19-L 

Panic Device 

1 E74 

C4 

19-R-BA 

Panic Device 

No Key (Standard) 
(Optional - 1 E72) 


19-R-BE 

Panic Device 

No Key 


19-R-C 

Panic Device 

1 E72 


19-R-DT 

Panic Device 

No Key 


19-R-K 

Panic Device 

1 E74 

C4 

19-R-KxLS/LK 

Panic Device 

No Key 


19-R-K (NL) 

Panic Device 

1 E74 

C4 

19-R-L 

Panic Device 

1 E74 

C4 

19-R-LxLS/LK 

Panic Device 

No Key 


19-R-LE 

Panic Device 

1 E74 

C4 

19-R-L (P) 

Panic Device 

1 E72 
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MONARCH PANIC HARDWARE 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

19-R-P 

Panic Device 

1 E72 


19-R-P AL 

Panic Device 

1 E72 


19-R-T 

Panic Device 

1 E74 

C4 

19-R-TxLS/LK 

Panic Device 

No Key 


19-V-BA 

Panic Device 

No Key (Standard) 
(Optional - 1 E72) 


19-V-BA-V2 

Panic Device 

No Key 


19-V-BE 

Panic Device 

No Key 


19-V-C 

Panic Device 

1 E72 


19-V-K 

Panic Device 

1 E74 

C4 

19-V-KxLS/LK 

Panic Device 

No Key 


19-V-L 

Panic Device 

1 E74 

C4 

19-V-LxLS/LK 

Panic Device 

No Key 


19-V-NL (P) 

Panic Device 

1 E72 


19-V-P 

Panic Device 

1 E72 


19-V-T 

Panic Device 

1 E74 

C4 

19-V-TxLS/LK 

Panic Device 

No Key 


19-V1-BA 

Panic Device 

No Key (Standard) 
(Optional 1 E72) 


19-V1-BE 

Panic Device 

No Key 


19-V1-K (NL) 

Panic Device 

1 E74 

C4 

19-V1-L 

Panic Device 

1 E74 

C4 

19-V1-T 

Panic Device 

1 E74 

C4 
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MULTI-LOCK (Ford Fence Design - not 4 point lock of N.Y.C.) 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

None 

Multi -Gate Lock 

1 E74xA9229xR708 

C223 
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NATIONAL 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

None 

Mortise Lock 

1 E74xA5990 

Cl 83 
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NORWALK 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

2300 Series 

Short Cam Lock 

1 E74xA683 

Clio 

None 

Offset Lock 

1 E74xA5397 

Cl 77 

None 

2E Mortise 

No Adaptation Available 
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PANELFOLD 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODENO. 

EQUIV. 

Folding Door 

Handle Lock 

A2716 


8S_8 

Folding Door 

Double Handle 

B9267 
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PDQ 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

SX Series FRE 

Lever Handle Cylindrical 

‘Use Equiv. 


9K715D 

115 

Mortise Lock, Storeroom 

1 E74 

C4 

34HEW 

116 

Mortise Lock, Entry 

1 E74 

C4 

34_E 

125 

Mortise Lock, Passage 

No Key 


34HON 

127 

Mortise Lock, Exit 

Send Sample 


34HG 

131 

Mortise Lock, Deadlock 

1 E74xA995 

Cl 18 

34HS 

132 

Mortise Lock, Deadlock 

1 E74xA995 

Cl 18 

34HP 

133 

Mortise Lock, Deadlock 

1 E74xA995 (2 Req.) 

Cl 18 

34HT 

136 

Mortise Lock, Dormitory 

1 E74xA995 

Cl 18 

34HFW 

137 

Mortise Lock, Store Room 

1 E74xA995 (2 Req.) 

Cl 18 

34HC 

148 

Mortise Lock, Classroom 

1 E74 

C4 

34HJ 

156 

Mortise Lock, Dwelling 

1 E74xA995 

Cl 18 

34HF 

161 

Mortise Lock, Hotel 

1 E7G4xA995 

Cl 18 

34HH 

176 

Mortise Lock, Privacy 

No Key 


34HOL 


‘Examine door preparation for 9K compatibility. 
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PEABODY 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

B74 or 74 

Mortise Sliding Lock 

1 E74 

C4 
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PELLA 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

558 

Wood Folding Door 

1 E74 

C4 
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PERKINSON 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

300 Series 

Three Point Lock 

1 E74 

C4 
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PINKERTON & BROWN 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

None 

Three Point Lock 

1 E74xA1707 

Cl 48 
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PITTSBURGH TUBELITE (PPG) 
NUMBER ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

500-21 

Narrow Rail Deadbolt 

1 E74 (2 Req.) 

C4 

500-22 

Narrow Rail Latchbolt 

1 E74 

C4 

500-346 

PITTCO 

1 E74xA1414 

Cl 34 

500-346MX 

Mortise 

* 1 E74xA5979 

C181 

500-347 

Mortise 

* 1 E74xA5979 

C181 

500-248 

Mortise 

* 1 E74xA5979 

C181 


*The 1 E74xA5979 (Cl 81 Cam) may be used with the cylinder rings shown on Drawing A2752. Locks require 
either one or two cylinders as specified. 
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PLAZA LOCK CO. 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

1072 

Mortise 

No Key 


1073 

Mortise 

No Key 


4005 

Mortise 

1 E74 

C4 
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PRECISION HARDWARE INC. 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

105x 17 

Exit Device 

1 E72 


108 

Panic Device 

1 E72 


FLD108 

Type 1, F08 Exit Device 

1 E72 


D201 

Vert. Rod Exit Device 

Not Keyed 


203 

Vert. Rod Exit Device 

1 E72 


205 x 17 

Exit Device 

1 E72 


D208 

Vert. Rod Exit Device 

1 E72 


303 

Mortise Exit 

1 E74 

C4 

FL305 

Mortise Exit 

1 E74 

C4 

305x17 

Mortise Exit 

1 E74 

C4 

FL305x17 

Mortise Exit 

1 E74 

C4 

308x9 

Exit Device 

1 E74-22 

C4 

FL308 

Exit Device 

1 E74 

C4 

810 

Rim Panic Device 

1 E72 


81 0C 

Rim Panic Bolts 

1 E72 


810H 

Rim Panic Bolts 

1 E72 


810HD 

Rim Panic Bolts 

Not Keyed 


810HP 

Rim Panic Bolts 

1 E72 


810HPD 

Rim Panic Device 

Not Keyed 


810HPT 

Rim Panic Device 

1 E72 


810HT 

Rim Panic Device 

1 E72 


810K 

Rim Panic Device 

1 E72 


810N 

Rim Panic Device 

Not Keyed 


810NP 

Rim Panic Device 

Not Keyed 


810 x 9KR 

Exit Device 

1 E72 


820C 

Mortise Panic Device 

1 E74 

C4 

820H 

Mortise Panic Device 

1 E74 

C4 
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PRECISION HARDWARE INC. 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

820HD 

Mortise Panic Device 

Not Keyed 


820HP 

Mortise Panic Device 

1 E74 

C4 

820HPD 

Mortise Panic Device 

Not Keyed 


820HPT 

Mortise Panic Device 

1 E74 

C4 

820HT 

Mortise Panic Device 

1 E74 

C4 

820K 

Mortise Panic Device 

1 E74 

C4 

820N 

Mortise Panic Device 

Not Keyed 


820NP 

Mortise Panic Device 

Not Keyed 


820-9KA 

Exit Device 

1 E74-22 

C4 

820-9NP 

Exit Device 

Not Keyed 


821 N 

Rim Vertical Device 

Not Keyed 


081 OH 

Panic Device 

1 E72 


1101 

Panic Device 

Not Keyed 


1103 

Panic Device 

1 E72 


1103x 17 

Exit Device 

1 E72 


1103 CD x 17 

Horiz. Rim Exit 

1 E72 (Outside) 

1 E74(Cyl Dog Inside) 

C4 

1105 

Panic Device 

1 E72 


1105-17 

Exit Device 

1 E72 


FL1 105-17 

Panic Device 

1 E72 


1108 

Panic Device 

1 E72 


1108 x9L 

Exit Device 

1 E72 


1 108CD x 9LC 

Exit Device 

1 E72 (Outside) 

1 E74(Cyl Dog Inside) 

C4 

1201 

Panic Device 

1 E72 


1201 CD 

Vert Rod - Exit Only 

Not Keyed (Outside) 
1E74(Cyl Dog Inside) 

C4 

1201 CD x 9 

Panic Device 

Not Keyed (Outside) 

1 E74(Cyl Dog Inside) 

C4 
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PRECISION HARDWARE INC. 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

FL1201 

Exit 

Not Keyed 


H1201 CD 

Panic Device 

1E74(Cyi Dog Inside) 

C4 

1202 CD x 9LC 

Vert Rod Exit Device 

Not Keyed (Outside) 

1 E74(Cyl Dog Inside) 

C4 

FL1202 

Panic Device 

Not Keyed 


FL-1202 x 9LC 

Exit Device 

Not Keyed 


HI 203 CD x 17 

Panic Device 

1 E74(Cyl Dog Inside) 

C4 

1205 x 17 

Panic Device 

1 E72 


FL1205 

Exit 

1 E72 


FL1205 x 17 

Exit Device 

1 E72 


HI 205 

Exit 

1 E72 


FL1208 x 9L 

Exit 

1 E72 


1301 

Panic Device 

Not Keyed 


1301 CD x 9 

Panic Device 

Not Keyed (Outside) 

1 E74(Cyl Dog Inside) 

C4 

CD1303 x 17 

Panic Device 

1 E74 

C4 

FL1305 

Panic Device 

1 E74 

C4 

FL1305 x 17 

Panic Device 

1 E74 

C4 

FL1305A 

Panic Device 

Not Keyed 


1308 

Panic Device 

1 E74 

C4 

FL1308 

Exit Device 

1 E74 

C4 

FL1308 x 9LA 

Exit Device 

1 E74-22 

C4 

FL1308 x 9LX 

Exit Device 

1 E74-22 

C4 
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READING 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

517-P26 

Lock 

1 E72 


1640 

Tubular Lock 

A1591 


1641 

Tubular Lock 

A1591 


None 

Cylinder 

1 E74xA682 

Cl 09 

None 

Double Shift Cam 

A5916 (check sample) 

C4 
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REED-EATON (Made by Yale) 

NUMBER ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

1330-400M 

Mortise Panic Device 

1 E74 

C127 

3050A 

Rim Panic Device 

1 E72 


3050B 

Rim Panic Device 

1 E72 


3050K 

Mortise 

1 E74 

C4 

DF3050AF 

Panic Device 

1 E72 


DF3050BF 

Panic Device 

1 E72 


DF3050CF 

Panic Device 

No Key 


DF3050DF 

Panic Device 

No Key 


DF3050KF 

Panic Device 

1 E74 

C4 

DF3050DKF 

Panic Device 

No Key 


DF3050TLF 

Panic Device 

1 E74 

C4 

DF3050DTLF 

Panic Device 

No Key 


DF3050L-1 F 

Panic Device 

1 E74 

C4 

DF3050LKF 

Panic Device 

No Key 


NL3A 

Rim Panic Lock 

1 E72 


3551 AxC 

Panic Lock 

1 E72 


3551 AxD 

Panic Lock 

1 E72 


3551 BxD 

Panic Lock 

1 E72 


3551 CxC 

Panic Lock 

No Key 


3551 CxD 

Panic Lock 

No Key 


3551 DxD 

Panic Lock 

No Key 


3551 KxD 

Panic Lock 

1 E74 

C4 

3551 KxDK 

Panic Lock 

1 E74 

C4 

3551 TLxD 

Panic Lock 

1 E74 

C4 

3551 TLxDTL 

Panic Lock 

1 E74 

C4 

4000 

Panic Lock 

1 E72 


4010DF 

Panic Lock 

1 E72 



154 


EQUIV. 



REED-EATON 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

6050NTL 

Rim Panic Lock 

1 E74xA836 Hex Nut 

C4 

9100 

Panic Device 

1 E72 


9105 

Panic Device w/Cyl Dog 

1 E72 Outside 
1 E74xA5979 Inside 

C181 

9130 

Panic Device 

1 E74-A14520 

C208 

9225C 

Panic Device 

1 E74 

C127 


155 



REESE (formerly SARGENT GREENLEAF PANIC) 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

5311 

Panic Device 

1 E72 



541 3T 

Panic Device 

1 E72 



55TC 

Mortise Panic Device 

1 E74 

C4 
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RICHARDS WILCOX 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

144 

Panic Bolt 

1 E72 


244 

Inactive Panic Bolt 

No Key 


517-P26 

Cremone Bolts 

1 E72 
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RUSSWIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

0 

Mortise Cylinder 

1 E74 

C4 

OEM 

Mortise Cylinder 

No Adaptation Available 


O-L 

Mortise Cylinder 

A8727 


O-T 

Mortise Cylinder 

No Adaptation Available 


0-1/2 

Mortise Cylinder 

1 E74 

C4 

0-1/2 EM 

Mortise Cylinder 

No Adaptation Available 


0-1/2FE 

Mortise Cylinder 

A7270 RHO 
A7273 LHO 


0-1/2L 

Mortise Cylinder 

A8727 


0-1 /2T 

Mortise Cylinder 

No Adaptation Available 


1 

Mortise Cylinder 

* 1 E64 

C4 

1 EM 

Mortise Cylinder 

No Adaptation Available 


1 L 

Mortise Cylinder 

A8727 


IT 

Mortise Cylinder 

No Adaptation Available 


1-1/2 

Mortise Cylinder 1-3/8" 

*1 E74 

C4 

1-1/2L 

Mortise Cylinder 

A8727 


1-1/2T 

Mortise Cylinder 

No Adaptation Available 


2 

Mortise Cylinder 1-1/2" 

1 E74-22 

C4 

2EM 

Mortise Cylinder 

No Adaptation Available 


2L 

Mortise Cylinder 

No Adaptation Available 


2T 

Mortise Cylinder 

No Adaptation Available 


3 

Mortise Cylinder 1-3/4" 

1 E74-26 

C4 

3L 

Mortise Cylinder 

No Adaptation Available 


3T 

Mortise Cylinder 

No Adaptation Available 


4 

Mortise Cylinder 2" 

1 E74-30 

C4 

4L 

Mortise Cylinder 

No Adaptation Available 



* Minimum Length 
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RUSSWIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

4T 

Mortise Cylinder 

No Adaptation Available 


5 

Mortise Cylinder 2-1/4" 

1 E74-34 

C4 

5L 

Mortise Cylinder 

No Adaptation Available 


5T 

Mortise Cylinder 

No Adaptation Available 


6 

Mortise Cylinder 2-1/2" 

1 E74-40 

C4 

6L 

Mortise Cylinder 

No Adaptation Available 


6T 

Mortise Cylinder 

No Adaptation Available 


9T 

Mortise Cylinder 

No Adaptation Available 


11 

Mortise Cylinder 

1 E74xA995 

Cl 18 

13 

Mortise Cylinder 2-3/4" 

1 E74-44 

C4 

14 

Mortise Cylinder 3" 

1 E74-48 

C4 

19 

Mortise Cylinder 

1E6A4 

C4 

20 

Mortise Cylinder 

3E74 

C3 

20-1/2 

Mortise Cylinder 

3E74 

C3 

21 

Mortise Cylinder 1-1/4" 

* 3E64 

C3 

21-1/2 

Mortise Cylinder 1-3/8" 

* 3E74 

C3 

22 

Mortise Cylinder 1-1/2" 

No Adaptation Available 


23 

Mortise Cylinder 1-3/4" 

No Adaptation Available 


24 

Mortise Cylinder 2" 

No Adaptation Available 


25 

Mortise Cylinder 2-1/4" 

No Adaptation Available 


26 

Mortise Cylinder 2-1/2" 

No Adaptation Available 


29 

Mortise Cylinder 2-3/4" 

No Adaptation Available 


31 

Mortise Cylinder 

No Adaptation Available 


32 

Mortise Cylinder 

No Adaptation Available 


33 

Mortise Cylinder 

No Adaptation Available 



‘Minimum Length 
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RUSSWIN 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

34 

Mortise Cylinder 

No Adaptation Available 


41 

Mortise Cylinder 

No Adaptation Available 


CH41 

Panic Device 

1 E74 

C4 

42 

Mortise Cylinder 

No Adaptation Available 


CH42 

Panic Device 

No Key 


43 

Mortise Cylinder 

No Adaptation Available 


CH43 

Panic Device 

No Key 


44 

Mortise Cylinder 

No Adaptation Available 


CH48 

Panic Device 

No Key 


51 

Exit Bolt 

1 E72 


52 

Exit Bolt 

No Key 


56 

Exit Bolt 

* 1 E64 

C4 

NT56 

Exit Bolt 

* 1 E64 

C4 

56-1/2 

Exit Bolt 

* 1 E64 Outside 

C4 



* 1 E74-30 Inside 

C4 

57 

Exit Bolt 

* 1 E64 

C4 

57-1/2 

Exit Bolt 

* 1 E64 Outside 

C4 



* 1 E74-30 Inside 

C4 

58 

Exit Bolt 

1 E72 


59A 

Exit Bolt 

No Key 


CH61 

Panic Device 

No Key 


CH62 

Panic Device 

No Key 


CH63 

Panic Device 

1 E74 

C4 

CH68 

Panic Device 

1 E74 

C4 

CH68RC 

Panic Device 

1 E74 

C4 

72 

Exit Bolt 

No Key 



‘Minimum length 
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RUSSWIN 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

76 

Exit Bolt 

*1 E64 

C4 

76-1/2 

Exit Bolt 

*1 E64 Outside 

C4 



*1 E74-30 Inside 

C4 

77 

Exit Bolt 

*1 E64 

C4 

77-1/2 

Exit Bolt 

*1 E64 Outside 

C4 



*1 E74-30 Inside 

C4 

078-3/4 

Bit Key Lock 

Cannot Adapt 


79A 

Exit Bolt 

No Key 


100 

Mortise Cylinder 

No Adaptation Available 


100-1/2 

Mortise Cylinder 

No Adaptation Available 


101 

Mortise Cylinder 

No Adaptation Available 


102 

Mortise Cylinder 

No Adaptation Available 


110 

Mortise Cylinder 

1 E74xA995 

Cl 18 

110-1/2 

Mortise Cylinder 

1 E74xA995 

Cl 18 

111 

Mortise Cylinder 

1 E74xA995 

Cl 18 

111-1/2 

Mortise Cylinder 

1 E74xA995 

Cl 18 

1 1 1-1/2HM 

Hotel Cylinder 

A5458 (6 Pin) 


112 

Mortise Cylinder 

1 E74-22xA995 

Cl 18 

113 

Mortise Cylinder 

1 E74-26xA995 

Cl 18 

114 

Mortise Cylinder 

1 E74-30xA995 

Cl 18 

115 

Mortise Cylinder 

1 E74-34xA995 

Cl 18 

116 

Mortise Cylinder 

1 E74-40xA995 

Cl 18 

119 

Mortise Cylinder 

1 E74xA995 

Cl 18 

229 

Mortise Lock 

No Key 


268 

Bit Key Lock 

Cannot Adapt 


300 Series 

Stilemanor Cylindrical 

Cannot Adapt 



‘Minimum Length 
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RUSSWIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

EQUIV. 

0338 

Lock 1 E 

* 1 E64 (2 Req.) 

C4 


0338-1/4 

Lock 

* 1 E64 

C4 


365 

Fire Exit Bolt 

1 E72 


None 

LT365 

Fire Exit Bolt 

1 E72 


None 

365-1/4 

Fire Exit Bolt 

No Key 


None 

372 x 3P 

Exit Device 

1 E72 



0375 

Bit Key Lock 

Cannot Adapt 



0375-3/4 

Bit Key Lock 

Cannot Adapt 



0375-3/4M 

Bit Key Lock 

Cannot Adapt 



382 

Exit Device 

No Key 



382 x 3P 

Exit Device 

1 E72 



382 x 3K 

Exit Device 

No Adaptation Available 



382 x 3PL 

Exit Device 

1 E72 




STILEMAKER HEAVY DUTY CYLINDRICAL 



410 

Passage 

No Key 


83KON 

41 0C 

Closet 

No Key 


83KOZ 

414 

Exit 

No Key 


83KONX 

416 

Communicating 

No Key 


83KOY 

420 

Bathroom 

No Key 


83KOL 

ER421 

Bathroom 

No Key 



422 

Communicating 

No Key 


83KOP 

426 

Exit 

No Key 


83KOQ 

428 

Communicating 

No Key 



433 E 

Hotel 

No Adaptation Available 


83KH 

433 HM 

Hotel 

No Adaptation Available 




‘Minimum Length 
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RUSSWIN 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT CODE NO. 

EQUIV. 

434EM 

Hotel 

No Adaptation Available 


435 

Rest Room 

No Adaptation Available 

83KE 

440 

Exterior 

A7048 

83KA 

440-5/8 

Classroom 

No Adaptation Available 

83KR 

H440-5/8 

Classroom 

A20339 (Tulip) 
A20340 (Round) 


440-5/8C 

Closet 

No Adaptation Available 


442 

Exterior 

No Adaptation Available 

83KAB 

446 

Exterior 

No Adaptation Available 

83KB 

446-1/2 

Double Key 

No Adaptation Available 

83KC 

447 

Patio 

No Adaptation Available 


448-1/2 

Entrance 

No Adaptation Available 

83K_G 

450-1/2 

Communicating 

No Adaptation Available 


451-5/8 

Communicating 

No Adaptation Available 


452 

Storeroom 

A7048 

83KD 

452C 

Closet 

A7048 


452-1/2 

Institutional 

A7048 (2 Req.) 

83K_W 

453 

Dormitory 

A7090 

83KT 

454 

Institution 

No Adaptation Available 


456 

Communicating 

No Adaptation Available 


456-1/2 

Communicating 

No Adaptation Available 

83KS 


PANIC EXIT BOLTS 



465 

Rim Panic 

1 E_2 


LT465 

Rim Panic 

1E_2 


465-1/2 

Rim Panic 

No Key 
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RUSSWIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

467 

Rim Panic 

1 E_2 


467-1/2 

Rim Panic 

IE 2 Outside 
A1745 Inside 


472 

Exit Device 

No Key 


472 x 1191 

Exit Device 

1 E72 


472 x 53 P 

Exit Device 

1 E72 


472 x 53DTP 

Exit Device 

No Key 


Note 1 : LA or U prefix does not affect the cylinder adaptation. 

Note 2: Word suffix designating Trim Style does riot affect cylinder adaptation. 


476 

Rim Panic 

1 E72 


476NT 

Rim Panic 

1 E72 


476-1/2 

Rim Panic 

1 E72 Outside 
A1745 Inside 


476-1/4 

Rim Panic 

No Key 



UNILOC LOCKSETS 



1/2D500 

Dummy Trim 

No Key 


D500 

Dummy Trim 

No Key 


510 

Passage 

No Key 


514 

Exit 

No Key 


520 

Bathroom 

No Key 


ER521 

Bathroom 

No Key 


522 

Exit 

No Key 


524 

Exit 

No Key 


525 

Entrance 

A7693 


525-1/2 

Entrance 

A7693 


528 

Communicating 

No Key 


533EM 

Hotel 

No Adaptation Available 
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RUSSWIN 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

533HM 

Hotel 

Send Sample 

539 

Closet 

A7693 

540 

Entrance 

A7693 

540-5/8 

Classroom 

A7693 

H540-5/8 

Classroom 

A7693 

546 

Office 

A7693 

546-1/2 

Entrance 

A7693 (2 Req.) 

548-1/2 

Store 

A7693 (2 Req.) 

550-1/2 

Communicating 

A7693 (2 Req.) 

551-5/8 

Communicating 

A7693 

552 

Storeroom 

A7693 

553 

Restroom Uniloc 

A7693 

563 

Dormitory Uniloc 

A7693 

564-1/2 

Special Cylinder 

No Adaptation Available 

567 

Panic Device 

A1745 

568 

Bit Key Lock 

Cannot Adapt 

572 

Exit Device 

No Key 

572 x DTPL 

Exit Device 

No Key 

572 x 3DTP 

Exit Device 

No Key 

572 x 3PL 

Exit Device 

1 E72 

572 x 4DTP 

Exit Device 

1 E72 

572x31K 

Exit Device 

No Key 

572 x 33K 

Exit Device 

No Adaptation Available 

572 x 33 P 

Exit Device 

1 E72 

572 x 39K 

Rim Exit Device 

No Adaptation Available 


EQUIV. 
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RUSSWIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

572 x 43 P 

Exit Device 

1 E72 


572 x 50DTK 

Exit Device 

No Key 


572 x 50DTL 

Exit Device 

No Key 


572 x 51 PK 

Exit Device 

No Key 


572x51 PL 

Exit Device 

No Key 


572 x 53PK 

Exit Device 

1 ESPL-7-A35297-R81 1 

Cl 01 (2) 

572 x 53PL 

Exit Device 

1 ESPL-7-A35297-R81 1 

Cl 01 (2) 

572 x 53PNK 

Exit Device 

1 ESPL-7-A35297-R81 1 

Cl 01 (2) 

572 x 53 PNL 

Exit Device 

1 ESPL-7-A35297-R81 1 

Cl 01 (2) 

572X811 

Exit Device 

No Key 


572 x 83 DT 

Exit Device 

No Key 


572 x 83L 

Exit Device 

No Adaptation Available 


572 x 83NT 

Exit Device 

No Key 


582 

Exit Device 

No Key 


582 x DTPL 

Exit Device 

No Key 


582 x DTP 

Exit Device 

No Key 


582 x 3 PL 

Exit Device 

1 E72 


582 x 4DTP 

Exit Device 

No Key 


582x31K 

Exit Device 

No Key 


582 x 33K 

Exit Device 

No Adaptation Available 


582 x 33 P 

Exit Device 

1 E72 


582 x 43 P 

Exit Device 

1 E72 


582 x 50DTK 

Exit Device 

No Key 


582 x 50DTL 

Exit Device 

No Key 


582 x 51 PK 

Exit Device 

No Key 


582x51 PL 

Exit Device 

No Key 


582 x 53PK 

Exit Device 

1 ESPL-7-A35297-R81 1 

Cl 01 (2) 
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RUSSWIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

582 x 53PL 

Exit Device 

1 ESPL-7-A35297-R81 1 

Cl 01 (2) 

582 x 53PNK 

Exit Device 

1 ESPL-7-A35297-R81 1 

Cl 01 (2) 

582 x 53PNL 

Exit Device 

1 ESPL-7-A35297-R81 1 

Cl 01 (2) 

582 x 81 L 

Exit Device 

No Key 


582 x 83 DT 

Exit Device 

No Key 


582 x 83L 

Exit Device 

No Adaptation Available 


582 x 83NT 

Exit Device 

No Adaptation Available 


592 

Exit Device 

No Key 


592 x 53PK 

Rim Exit Device 

1 ESPL-7-A35297-R81 1 

Cl 01 (2) 

592x91K 

Exit Device 

No Key 


592x0-1/2x91 K 

Exit Device 

1 E74 

C4 

592 x 92K 

Exit Device 

No Key 


592x0-1 /2x92K 

Exit Device 

1 E74 


625 

Entrance 

No Adaptation Available 


625-1/2 

Entrance 

No Adaptation Available 


633EM 

Hotel 

No Adaptation Available 


633HM 

Hotel 

No Adaptation Available 


638 

Patio 

No Adaptation Available 


639 

Closet 

No Adaptation Available 


640 

Entrance 

No Adaptation Available 


640-5/8 

Classroom 

No Adaptation Available 


H640-5/8 

Classroom 

No Adaptation Available 


CH641 

Exit Device 

1 E74 

C4 

CH642 

Exit Device 

No Key 


CH643 

Exit Device 

1 E74 

C4 
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RUSSWIN 


NUMBER 

ARTICLE 

H643-1/2 

Office 

CH645 

Panic Device 

646 

Office 

646-1/2 

Entrance 

647 

Patio 

CH648 

Panic Device 

648-1/2 

Storeroom (Double Key) 

650-1/2 

Communicating 

651 

Institution 

651-5/8 

Institution 

652 

Storeroom 

652-1/2 

Passage 

653 

Dormitory 

654 

Asylum 

0686R 

Cabinet Lock 

691 

Exit Device 

U696 

Exit Device 

U697L 

Exit Device 

698 

Exit Device 


PANIC DEVICES 

701 

Panic Device 

H701 

Panic Device 

708 

Panic Device 

H708 

Panic Device 

736 

Panic Device 


CAM ORDER 

ADAPT CODE NO. 

No Adaptation Available 

A14227 (Use Original Russwin Cam.) 

No Adaptation Available 
No Adaptation Available 
No Adaptation Available 
1 E74 C4 

No Adaptation Available 
No Adaptation Available 
No Adaptation Available 
No Adaptation Available 
No Adaptation Available 
No Adaptation Available 
No Adaptation Available 
No Adaptation Available 
Cannot Adapt 


1 E74 

C4 

1 E74 

C4 

1 E74 Min (1-3/4 Door) 

C4 

1E74-26 (2-1/4 Door) 

C4 

1 E74 

C4 


1 E72 
1 E72 
1 E72 
1 E72 

1 ESPL-7-B40145-RP 


EQUIV. 


5L_MD2 


168 



RUSSWIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

NT736 

Panic Device 

1 E72 


736x8415 

Panic Device 

1 E72 


736-1/4 

Panic Device (Standard) 

No Key 


736-1/4 

Panic Device (Keyed) 

1 E72 


736-1/2 

Panic Device 

1 E72 Outside 

No Adaptation Available Inside 

737 

Panic Device 

1 E72 


737-1/2 

Panic Device 

1 E72 Outside 

No Adaptation Available Inside 

CH741 

Panic Device 

1 E74 

C4 

CH742 

Panic Device 

No Key 


CH748 

Panic Device 

1 E74 

C4 

0756 

Bit Key Lock 

Cannot Adapt 


0786 

Bit Key Lock 

Cannot Adapt 


U788 

Panic Device 

1 E72 


U789-73 

Panic Device 

No Key 


791 

Panic Device 

1 E72 


H791 

Panic Device 

1 E72 


792 

Panic Device 

No Key 


H792 

Panic Device 

No Key 


796 

Panic Device 

1 E74 

C4 

NT796 

Panic Device 

1 E74 

C4 

796-1/2 

Panic Device 
(1-1/4" Cylinder) 

1 E74xA995 Outside 
1 E74-44 Inside 

Cl 18 
C4 

NT796-1/2 

Panic Device 

1 E74xA995 Outside 
1 E74-44 Inside 

Cl 18 
C4 

797 

Panic Device 

1 E74-22 

C4 

797-1/2 

Panic Device 

1 E74-22xA995 Outside 
1 E74-44 Inside 

Cl 18 
C4 
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RUSSWIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

797 x CIT 

Exit Device 

1 E74-22 

C4 

797 x 426L 

Exit Device 

1 E74-28 

C4 

798 

Panic Device 

1 E72 


H798 

Panic Device 

1 E72 


799A 

Panic Device (Standard) 

No Key 


799A 

Panic Device (Keyed) 

1 E74 

C4 

ARH848 

Adams-Rite Housing 

A2863 


900 Series 

Armstrong Lever Handle 

*Use Equiv. 

9K716D 

900 Series 

Newport Lever Handle 

*Use Equiv. 

9K715D 

U936-8416 

Panic Device 

1 E72 



TEN STRIKE MORTISE LOCKS 



1007 

Entrance 

1 E74xA995 

Cl 18 

1007-1/4 

Entrance 

1 E74xA995 

Cl 18 

1007-1/2 

Entrance 

1 E74xA995 (2 Req.) 

Cl 18 

1007-3/4 

Entrance 

1 E74xA995 

Cl 18 

1013 

Entrance Handle 

1 E74xA995 

Cl 18 

A1013 

Entrance Handle 

1 E74xA995 

Cl 18 

1018 

Entrance Handle 

1 E74 

C4 

1018-1/2 

Entrance Handle 

1 E74 (2 Req.) 

C4 

1023 

Entrance Handle 

1 E74xA995 

Cl 18 

A1023 

Entrance Handle 

1 E74xA995 

Cl 18 

1024 

Entrance 

1 E74xA995 

Cl 18 

A1024 

Entrance 

1 E74xA995 

Cl 18 

1024-1/4 

Storeroom 

1 E74xA995 

Cl 18 

A1 024-1/4 

Storeroom 

1 E74xA995 

Cl 18 


* Examine door preparation for 9K compatibility. 
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RUSSWIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

1024-1/2 

Communicating 

1 E74xA995 (2 Req.) 

Cl 18 

A1 024-1/2 

Communicating 

1 E74xA995 (2 Req.) 

Cl 18 

1024-3/4 

Entrance 

1 E74xA995 

Cl 18 

A1 024-3/4 

Entrance 

1 E74xA995 

Cl 18 

1025 

Passage 

No Key 


A1025 

Passage 

No Key 


A1027 

Mortise Exit 

No Key 


1028 

Entrance Handle 

1 E74 

C4 

1033HM 

Hotel 

A5458 (6 pin) 


A1033HM 

Hotel 

A5458 (6 Pin) 


1036 

Public Toilet 

1 E74xA995 

Cl 18 

A1036 

Public Toilet 

1 E74xA995 

Cl 18 

1037 

Conference 

1 E74xA995 

Cl 18 

A1037 

Conference 

1 E74xA995 

Cl 18 

1038 

Inner Office 

1 E74xA995 

Cl 18 

A1038 

Inner Office 

1 E74xA995 

Cl 18 

1039 

Bathroom 

No Key 


A1039 

Bathroom 

No Key 


1040 

Communicating 

No Key 


A1040 

Communicating 

No Key 


1040-1/2 

Communicating 

1 E74xA995 (2 Req.) 

Cl 18 

A1 040-1/2 

Communicating 

1 E74xA995 (2 Req.) 

Cl 18 

1040-7/8 

Communicating 

1 E74xA995 

Cl 18 

A1 040-7/8 

Communicating 

1 E74xA995 

Cl 18 

1048 

Front Door 

1 E74xA995 

Cl 18 

A1048 

Front Door 

1 E74xA995 

Cl 18 

1048-1/2 

Special Purpose 

1 E74xA995 (2 Req.) 

Cl 18 
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RUSSWIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

A1 048-1/2 

Special Purpose 

1 E74xA995 (2 Req.) 

Cl 18 

1049 

Special Purpose 

1 E74xA995 

Cl 18 

A1049 

Special Purpose 

1 E74xA995 

Cl 18 

1056 

Corridor 

1 E74xA995 

Cl 18 

A1056 

Corridor 

1 E74xA995 

Cl 18 

1058-1/2 

Entrance 

1 E74xA14333 Outside 
1 E74 Inside 

C220 

C4 

A1 058-1/2 

Entrance 

1 E74xA14333 Outside 
1E74 Inside 

C220 

C4 

1058-5/8 

Classroom 

1 E74xA1248 

Cl 28 

A1 058-5/8 

Classroom 

1 E74xA1248 

Cl 28 

1059 

Closet 

1 E74xA995 

Cl 18 

A1059 

Closet 

1 E74xA995 

Cl 18 

1060 

Three Point Lock 

Cannot Adapt 


1060-1/2 

Three Point Lock 

No Key 


1060-5/8 

Three Point Lock 

Cannot Adapt 


1068-1/2 

Public Toilet 

1 E74xA995 Outside 
1 E74 Inside 

Cl 18 
C4 

A1 068-1/2 

Public Toilet 

1 E74xA995 Outside 
1 E74 Inside 

Cl 18 
C4 

1068-5/8 

Classroom 

1 E74 

C4 

1098 

Entrance Handle 

1 E74 

C4 

A1098 

Entrance Handle 

1 E74 

C4 

1098-1/2 

Entrance Handle 

1 E74xA995 (2 Req.) 

Cl 18 

A1 098-1/2 

Entrance Handle 

1 E74xA995 (2 Req.) 

Cl 18 

1107 

Storeroom 

1 E74xA995 

Cl 18 

1107-1/4 

Lock 

1 E74xA995 

Cl 18 

1107-1/2 

Lock 

1 E74xA995 (2 Req.) 

Cl 18 

1107-3/4 

Lock 

1 E74xA995 

Cl 18 
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RUSSWIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

1113 

Mortise Cylinder 2-3/4" 

1 E7444xA995 

Cl 18 

1114 

Mortise Cylinder 3" 

1 E7448xA995 

Cl 18 

1124 

Entrance Lockset 

1 E74xA995 

Cl 18 

All 24 

Entrance Lockset 

1 E74xA995 

Cl 18 

1124-1/4 

Storeroom 

1 E74xA995 

Cl 18 

A1 124-1/4 

Storeroom 

1 E74xA995 

Cl 1 8 

1124-1/2 

Communicating 

1 E74xA995 (2 Req.) 

Cl 18 

A1 124-1/2 

Communicating 

1 E74xA995 (2 Req.) 

Cl 18 

1124-3/4 

Entrance 

1 E74xA995 

Cl 18 

A1 124-3/4 

Entrance 

1 E74xA995 

Cl 1 8 

1133HM 

Hotel 

A5458 (6 Pin) 


A1133HM 

Hotel 

A5458 (6 Pin) 


1137 

Conference 

1 E74xA995 

Cl 18 

A1137 

Conference 

1 E74xA995 

Cl 1 8 

1139 

Bathroom 

No Key 


A1139 

Bathroom 

No Key 


1148 

Apartment 

1 E74xA995 

Cl 18 

A1148 

Apartment 

1 E74xA995 

Cl 18 

1148-1/2 

Special Purpose 

1 E74xA995 (2 Req.) 

Cl 18 

A1 148-1/2 

Special Purpose 

1 E74xA995 (2 Req.) 

Cl 18 

1149 

Special Purpose 

1 E74xA995 

Cl 18 

A1149 

Special Purpose 

1 E74xA995 

Cl 18 

1190 

Rim Cylinder 

1 E72 


1191 

Rim Cylinder 

1 E72 


1198 

Entrance Handle 

1 E74 

C4 

A1198 

Entrance Handle 

1 E74 

C4 

1198-1/2 

Entrance Handle 

1 E74 (2 Req.) 

C4 
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CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

A1 198-1/2 

Entrance Handle 

1 E74 (2 Req.) 

C4 



MISCELLANEOUS 




1202 

Mortise Deadbolt 

1 E64 (Min. Length) 

C4 

38HK 

1202-1/2 

Mortise Deadbolt 

1 E64 (Min.) (2 Req.) 

C4 

38HM 

1202-3/4 

Mortise Deadbolt 

1 E64 (Min. Length) 

C4 

38HR 

01203-1/4 

Mortise Deadbolt 

1 E74 

C4 

38H_L 

01203-1/2 

Mortise Deadbolt 

1 E74 (2 Req.) 

C4 

38HM 

01203-3/4 

Mortise Deadbolt 

1 E74 

C4 

38HR 

1204 

Mortise Deadbolt 

1 E74 

C4 


1204-1/4 

Mortise Deadbolt 

1 E74 

C4 


1204-1/2 

Mortise Deadbolt 

1 E74 (2 Req.) 

C4 


1205 

Mortise Deadbolt 

1 E74 

C4 


1205-1/4 

Mortise Deadbolt 

1 E74 

C4 


1205-1/2 

Mortise Deadbolt 

1 E74 (2 Req.) 

C4 


1205-3/4 

Mortise Deadbolt 

1 E74 

C4 


01206 

Mortise Deadbolt 

3E74 

C3 


01206-1/4 

Mortise Deadbolt 

3E74 

C3 


01206-1/2 

Mortise Deadbolt 

3E74 (2 Req.) 

C3 


01206-3/4 

Mortise Deadbolt 

3E74 

C3 


1207 

Mortise Deadbolt 

1 E74 

C4 


1207-1/4 

Mortise Deadbolt 

1 E74 

C4 


1207-1/2 

Mortise Deadbolt 

1 E74 (2 Req.) 

C4 


1207-3/4 

Mortise Deadbolt 

1 E74 

C4 


1208 

Mortise Deadbolt 

1 E74 

C4 


1208-1/4 

Mortise Deadbolt 

1 E74 

C4 


1208-1/2 

Mortise Deadbolt 

1 E74 (2 Req.) 

C4 


1210 

Mortise Deadbolt 

No Adaptation Available 
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RUSSWIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

1210-1/4 

Mortise Deadbolt 

No Adaptation Available 


1210-1/2 

Mortise Deadbolt 

No Adaptation Available 


1210-3/4 

Mortise Deadbolt 

No Adaptation Available 


01213 

Mortise Deadbolt 

1 E74 

C4 38HK 

1233AEM 

Mortise Deadbolt 

No Adaptation Available 


1233EM 

Mortise Deadbolt 

No Adaptation Available 


1233RM 

Mortise Deadbolt 

No Adaptation Available 


1 233-1 /2RM 

Mortise Deadbolt 

No Adaptation Available 


1233SOM 

Mortise Deadbolt 

No Adaptation Available 


1238 

Mortise Deadbolt 

1 E74 

C4 

FI 238 

Mortise Deadbolt 

1 E74 

C4 

FI 247 

Mortise Deadbolt 

1 E74 

C4 

FI 277 

Mortise Deadbolt 

1 E74 

C4 

1278 

Mortise Deadbolt 

No Adaptation Available 


FI 278 

Mortise Deadbolt 

No Adaptation Available 


1282 

Rim Deadbolt 

1 E72 


1290 

Rim Cylinder 

1 E72 


1291 

Rim Cylinder 

1 E72 


1297 

Mortise Latch 

1 E74 

C4 

1297-1/2 

Mortise Latch 

1 E74 (2 Req.) 

C4 

1299 

Rim Night Latch 

1 E72 


01303 

Lock 

1 E74 

C4 

01303-1/4 

Lock 

1 E74 

C4 

01303-1/2 

Lock 

1 E74 (2 Req.) 

C4 

01303-3/4 

Lock 

1 E74 

C4 

1334 

Sliding Door Lock 

1 E74 (2 Req.) 

C4 

1334-1/2 

Sliding Door Lock 

1 E74 (2 Req.) 

C4 
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CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE 

1403 

Cylindrical Deadlock 

No Adaptation Available 


*1413 

Cylindrical Deadlock 

1 E74xA5979 

C181 

*1413-1/4 

Cylindrical Deadlock 

1 E74xA5979 

C181 

*1413-1/2 

Cylindrical Deadlock 

1 E74xA5979 (2 Req.) 

C181 

*1413-3/4 

Cylindrical Deadlock 

1 E74xA5979 

C181 

*1413-7/8 

Cylindrical Deadlock 

No Key 


1429 

Mortise Latch 

1 E74 Outside 

A8727 Inside (Specify Hand) 

C4 

HI 453- 1/2 

Mortise Latch 

1 E74 (2 Req.) 

C4 

1454 

Mortise Latch H.B. 

1 E74 

C4 

HI 454 

Mortise Latch 

1 E74 

C4 

1454-1/2 

Mortise Latch 

1 E74 (2 Req.) 

C4 

HI 454- 1/2 

Mortise Latch 

1 E74 (2 Req.) 

C4 

1457 

Fire Door 

1 E74 

C4 

1457-1/2 

Fire Door 

1 E74 (2 Req.) 

C4 

1460 

Mortise Deadbolt 

1 E74 

C4 

1490 

Rim Night Latch 

1 E72 


1503 

Mortise Deadbolt 

1 E74xA14472 

C210 

1503-1/4 

Mortise Deadbolt 

1 E74xA14472 

C210 

1503-1/2 

Mortise Deadbolt 

1 E74xA14472 (2 Req.) 

C210 

1503-3/4 

Mortise Deadbolt Classroom 

1 E74xA14472 

C210 

1505 

Mortise Deadbolt 

1 E74 

C4 

1505-1/4 

Mortise Deadbolt 

1 E74 

C4 

1505-1/2 

Mortise Deadbolt 

1 E74 (2 Req.) 

C4 

1507 

Mortise Deadbolt 

1 E74 

C4 

1507-1/4 

Mortise Deadbolt 

1 E74 

C4 


*1413 Series replaces the old 1403 Series. 


EQUIV. 


No Equiv. 


38HK 
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CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

1507-3/4 

Mortise Deadbolt 

1 E74 

C4 


1510 

Mortise Deadbolt 

No Adaptation Available 



1510-1/4 

Mortise Deadbolt 

3E74 

C3 


1510-1/2 

Mortise Deadbolt 

No Adaptation Available 



1510-3/4 

Mortise Deadbolt 

No Adaptation Available 



1722 

Utility Cylinder 

1E7E4 

C229 



TEN STRIKE MORTISE LOCKSETS - HEAVY DUTY 



2007 

Storeroom 

1 E74xA995 

Cl 18 

34HP 

2007-1/4 

Storeroom 

1 E74xA995 

Cl 18 

34HS 

2007-1/2 

Storeroom 

1 E74xA995 (2 Req.) 

Cl 18 

34HT 

2007-3/4 

Storeroom 

1 E74xA995 

Cl 18 


A2013 

Handle Set 

1 E74xA995 

Cl 18 


A2023 

Handle Set 

1 E74xA995 

Cl 18 


A2024 

Entrance 

1 E74xA995 

Cl 18 

34HB 

A2024-1/4 

Storeroom 

1 E74xA995 

Cl 18 


A2024-1/2 

Communicating 

1 E74xA995 (2 Req.) 

Cl 18 

34H_C 

A2024-3/4 

Entrance 

1 E74xA995 

Cl 18 


L2024 

Mortise W/Roller Latch 

1 E74xA995 

Cl 18 


L2024-1/4 

Mortise W/Roller Latch 

1 E74xA995 

Cl 18 


L2024-1/2 

Mortise W/Roller Latch 

1 E74xA995 (2 Req.) 

Cl 18 


L2024-3/4 

Mortise W/Roller Latch 

1 E74xA995 

Cl 18 


HL2025 

Mortise W/Roller Latch 

1 E74xA995 

Cl 18 


A2025 

Passage 

No Key 


34HON 

A2027 

Mortise Exit 

No Key 



A2033HM 

Hotel 

A5458 (6 Pin Only) 


34HH 

A2034HM 

Hotel 

A5458 (6 Pin Only) 



A2034-3/4HM 

Hotel 

A5458 (6 Pin Only) 
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NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

EQUIV. 

A2036 

Public Toilet 

1 E74xA995 

Cl 18 


A2037 

Conference 

1 E74xA995 

Cl 18 


A2038 

Office 

1 E74xA995 

Cl 18 


A2039 

Bathroom 

No Key 


34HOL 

A2040 

Communicating 

No Key 



A2040-1/2 

Communicating 

1 E74xA995 (2 Req.) 

Cl 18 


A2048 

Entrance 

1 E74xA995 

Cl 18 

34HA 

A2048-1/2 

Special Purpose 

1 E74xA995 (2 Req.) 

Cl 18 


A2049 

Special Purpose 

1 E74xA995 

Cl 18 


A2056 

Office 

1 E74xA995 

Cl 18 

34HE 

A2058-1/2 

Entrance 

1 E74xA14333 Outside 
1 E74 Inside 

C220 

C4 

34HG 

2058-5/8 

Classroom 

1E74xA1799 

Cl 52 

34HJ 

A2059 

Closet 

1 E74xA995 

Cl 18 

34HEW 

A2059-1/2 

Lock 

1 E74xA995 Outside 
1 E74 Inside 

Cl 18 
C4 


A2061 

Dormitory 

1 E74xA995 

Cl 18 


A2061-1/2 

Public Toilet 

1 E74xA995 Outside 
1 E74 Inside 

Cl 18 
C4 


A2068-1/2 

Public Toilet 

1 E74xA995 Outside 
1 E74 Inside 

Cl 18 
C4 


A2068-5/8 

Classroom 

1 E74 

C4 


A2069 

Privacy Lock 

No Key 



A2081 

Electro Lock 

1 E74xA2770 

C161 


A2082 

Electro Lock 

1 E74xA2770 

C161 


A2098 

Entrance 

1 E74 

C4 


A2098-1/2 

Entrance 

1 E74xA995 (2 Req.) 

Cl 18 


2107 

Storeroom 

1 E74xA995 

Cl 18 


2107-1/4 

Storeroom 

1 E74xA995 

Cl 18 
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NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

2107-1/2 

Storeroom 

1 E74xA995 (2 Req.) 

Cl 18 

2107-3/4 

Storeroom 

1 E74xA995 

Cl 18 

A2124 

Entrance 

1 E74xA995 

Cl 18 

A2 124- 1/4 

Storeroom 

1 E74xA995 

Cl 18 

A2 124- 1/2 

Communicating 

1 E74xA995 (2 Req.) 

Cl 18 

A2 124-3/4 

Entrance 

1 E74xA995 

Cl 18 

A2133HM 

Hotel 

A5458 (6 Pin) 


A2137 

Conference 

1 E74xA995 

Cl 18 

A2139 

Bathroom 

No Key 


A2148 

Entrance 

1 E74xA995 

Cl 18 

A21 48-1/2 

Special Purpose 

1 E74xA995 (2 Req.) 

Cl 18 

A2149 

Special Purpose 

1 E74xA995 

Cl 18 

A2167 

Apartment Entrance 

1 E74xA995 

Cl 18 

A2198 

Entrance Handle 

1 E74 

C4 

A2 198-1/2 

Entrance Handle 

1 E74xA995 (2 Req.) 

Cl 18 

2198 

Entrance Handle 

1 E74xA995 

Cl 18 


EXTRA HEAVY DUTY UNIT LOCKS 


2117 

Storeroom 

No Adaptation Available 


2117-1/4 

Storeroom 

No Adaptation Available 


2125 

Entrance 

No Adaptation Available 


2125-1/2 

Entrance 

No Adaptation Available 


2134 

Communicating 

No Key 


2135 

Communicating 

No Key 


2145 

Passage 

No Key 


2157 

Office 

No Adaptation Available 


2157-1/2 

Communicating 

No Adaptation Available 
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NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

2159 

Classroom 

No Adaptation Available 


2159-1/2 

Entrance 

No Adaptation Available 


2185 

Fire Tower 

No Key 


2186 

Fire Tower 

No Adaptation Available 


2187-1/2 

Fire Tower 

No Adaptation Available 



MISCELLANEOUS 



2203 

Lockset 

No Adaptation Available 


2266 

Jimmy Proof 

1 E72 


2266-1/2 

Jimmy Proof 

1 E72 Outside 
Cannot Adapt Inside 


2282 

Rim Deadbolt 

No Adaptation Available 


2290 

Rim Cylinder 

No Adaptation Available 


02291 

Sliding Door Lock 

Cannot Adapt 


2299 

Rim Night Latch 

No Adaptation Available 


G2310 

Gun Spring Lock 

No Key 


A2358-1/2 

Mortise for Panic 

1 E74 (2 Req.) 

C4 

A2358-5/8 

Mortise for Panic 

1 E74 

C4 

A2359 

Mortise for Panic 

1 E74 

C4 

A2658 

Mortise for Panic 

1 E74 

C4 

A2658-1/2 

Mortise for Panic 

1 E74xA995 Outside 
1E74-44 Inside 

Cl 18 
C4 

A2659 

Mortise for Panic 

1 E74-22 

C4 

A2659-1/2 

Mortise for Panic 

1 E74-22xA995 Outside 
1 E74-44 Inside 

Cl 18 
C4 

2686 

Drawer Lock 

Cannot Adapt 

5LMD2 

G2910 

Gun Spring Lock 

No Key 


2952-1/2 

Mortise Case 

1 E74 (2 Req.) 

C4 

H2952-1/2 

Mortise Case 

1 E74 (2 Req.) 

C4 
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NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

H2952-5/8 

Mortise Case 

No Adaptation Available 


3000 

Mortise W/Lever 

No Key 


3001 

Mortise W/Lever 

3E74 

C3 

3002 

Mortise W/Lever 

3E74 (2 Req.) 

C3 

3003 

Mortise W/Lever 

3E74 

C3 

3007 

Storeroom 

3E74 

C3 

3007-1/4 

Lock 

3E74 

C3 

3007-1/2 

Lock 

3E74 (2 Req.) 

C3 

3007-3/4 

Lock 

3E74 

C3 

3021 

Lock 

1 E74 

C4 

3022 

Lock 

1 E74 (2 Req.) 

C4 

3023 

Lock 

1 E74 

C4 

A3024 

Entrance 

3E74 

C3 

A3024-1/4 

Storeroom 

3E74 

C3 

A3024-1/2 

Communicating 

3E74 (2 Req.) 

C3 

A3025 

Passage 

No Key 


3033EM 

Hotel 

No Adaptation Available 


3034 

Hotel 

1 E7G4xA2770 

C161 

A3036 

Office 

3E74 

C3 

A3038 

Office 

3E74 

C3 

A3039 

Bathroom 

No Key 


A3040 

Communicating 

No Key 


A3040-1/2 

Communicating 

3E74 (2 Req.) 

C3 

A3040-7/8 

Communicating 

3E74 

C3 

3048 

Entrance 

3E74 

C3 

A3056 

Office 

3E74 

C3 

3057 

Mortise 

1 E74xB34007 

C258 
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NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

A3058-1/2 

Entrance 

3E74 (2 Req.) 

C3 


A3058-5/8 

Classroom 

3E74 

C3 


A3059 

Closet 

3E74 

C3 


A3068-1/2 

Office 

3E74 (2 Req.) 

C3 


A3068-5/8 

Classroom 

3E74 

C3 



FORUM CYLINDRICAL LOCKSETS 



3310 

Passage 

No Key 


62KON 

3310CS1 

Closet 

No Key 



3314 

Exit 

No Key 



3320 

Bathroom 

No Key 


62KOL 

3322 

Bedroom 

No Key 


62KOP 

3326 

Exit 

No Key 



3328 

Communicating 

No Key 



3330 

Entrance 

Cannot Adapt 



3333EM 

Hotel 

Cannot Adapt 



3335 

Restroom 

Cannot Adapt 


62KE 

3340 

Entrance 

Cannot Adapt 


62KAB 

3340-5/8 

Classroom 

Cannot Adapt 


62KR 

3340-5/8 CS1 

Closet 

Cannot Adapt 



3342 

Entrance 

Cannot Adapt 



3346 

Entrance 

Cannot Adapt 


62KAB 

3352 

Storeroom 

Cannot Adapt 


62K_D 

A3658 

Mortise for Panic 

No Adaptation Available 



A3658-1/2 

Mortise for Panic 

No Adaptation Available 



A3659 

Mortise for Panic 

No Adaptation Available 



A3659-1/2 

Mortise for Panic 

No Adaptation Available 



4000 

Three Point Lock 

1 E74 

C4 
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ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

EQUIV. 


MORTISE LOCK 




4001 

Deadlock 

1 E74xA02770 

C161 

N/A 

4002 

Deadlock 

1 E74xA02770 (2 Req.) 

C161 

N/A 

4003 

Deadlock 

1 E74xA02770 

C161 

N/A 

4022 

Store Door 

1 E74xA02770 (2 Req.) 

C161 

N/A 

4024 

Entrance, Storeroom 

1 E74xA02770 

C161 

N/A 

4025 

Passage 

No Key 


N/A 

4034 

Hotel (Use Emergency Key) 

1 E7G4xA02770 

C161 

N/A 

4039 

Bathroom, Privacy 

No Key 


N/A 

4042 

Apartment, Entrance 

1 E74xA02770 
1 E74xA1249 

C161 
Cl 29 

N/A 

4045 

Classroom 

1 E74xA1249 

Cl 29 

N/A 

4048 

Entrance, Front Door 

1 E74xA02770 

C161 

N/A 

4056 

Office Lock 

1 E74xA02770 

C161 

N/A 

4059 

Storeroom 

1 E74xA02770 

C161 

N/A 

4061 

Dormitory, Entrance 

1 E74xA02770 

C161 

N/A 

4067 

Apartment, Dormitory 

1 E74xA02770 

C161 

N/A 

4069 

Privacy Lock 

No Key 


N/A 

4255 

Mortise Deadlock 

A8986 (7 Pin) 



4255-1/2 

Mortise Deadlock 

A8986 (7 Pin) (2 Req.) 



4515 

Rim Lock 

No Adaptation Available 



4516 

Rim Lock 

No Adaptation Available 



4548 

Mortise 

1 E74 

C4 


4572-53PK 

Exit Device 

1 ESPL-7-A35297-R81 1 

Cl 01 (2) 


S4800 

Adams-Rite 

1 E74xA5979 (MS Cam) 

C181 


5001 

Deadlock 

1 E74xA02770 

C161 

34HS 

5002 

Deadlock 

1 E74xA02770 (2 Req.) 

C161 

34HT 
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5003 

Deadlock 

1 E74xA02770 

C161 

34HP 

5022 

Store Door 

1 E74xA02770 (2 Req.) 

C161 


5024 

Entrance, Storeroom 

1 E74xA02770 

C161 

34HB 

5025 

Passage 

No Key 


34HON 

5034 

Hotel (Use Emergency Key) 

1 E7G4xA02770 

C161 

34HH 

5039 

Bathroom, Privacy 

No Key 


34HOL 

5042 

Apartment, Entrance 

1 E74xA02770 
1 E74xA1249 

C161 
Cl 29 

34HG 

5045 

Classroom 

1 E74xA1249 

Cl 29 

34HJ 

5048 

Entrance, Front Door 

1 E74xA02770 

C161 

34HA 

5056 

Office Lock 

1 E74xA02770 

C161 

34HE 

5059 

Storeroom 

1 E74xA02770 

C161 

34HEW 

5061 

Dormitory, Entrance 

1 E74xA02770 

C161 

34HFW 

5067 

Apartment, Dormitory 

1 E74xA02770 

C161 

34HF 

5092ECA-W4 

Electric Mortise 

1 E74xA02770 

C161 


5069 

Privacy 

No Key 



5290 

Rim Cylinder 

1 E_2 



6290 

Rim Cylinder 

1 E_2 



7001 

Mortise Lock 

1 E74xA02770 

C161 


T7030 

Panic Device 

No Key 



T7036 

Panic Device 

1 E74 

C4 


T7036NT 

Panic Device 

1 E74 

C4 


T7036-1/2 

Panic Device 

1 E74 (2 Req.) 

C4 


T7036-1/2NT 

Panic Device 

1 E74 (2 Req.) 

C4 


T7037 

Panic Device 

1 E74 

C4 


T7037-1/2 

Panic Device 

1 E74 

C4 


T7039A 

Panic Device 

No Key 
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NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

7045 L 

Mortise Lock 

1 E74 

Cl 29 


RESIDENTIAL CYLINDRICAL LOCKSETS 


7210 

Passage 

No Key 


721 0C 

Closet 

No Key 


7223 

Bathroom 

No Key 


7226 

Patio 

No Key 


7227 

Patio 

No Key 


7230 

Entrance 

Cannot Adapt 


7230-5 

Entrance 

Cannot Adapt 


7240 

Entrance 

Cannot Adapt 


7240-5 

Entrance 

Cannot Adapt 



MISCELLANEOUS 



9395 

Mortise Case 

1 E74 Outside 
A8727 Inside 

C4 

S9438 

Lock 

3E74 

C3 

S9438-1/4 

Lock 

3E74 

C3 

S9438-1/2 

Lock 

3E74 (2 Req.) 

C3 

9453 

Lock 

No Adaptation Available 


9453-1/2 

Lock 

No Adaptation Available 


9458 

Lock 

1 E74 

C4 

9458-1/2 

Lock 

1 E74 Outside 

C4 



1E74-30 Inside 

C4 

9459 

Lock 

1 E74 

C4 

9459-1/2 

Lock 

1 E74 Outside 

C4 



1E74-30 Inside 

C4 

10013 

Mortise Lockset 

1 E74xA995 

Cl 18 

10098-1/2 

Mortise Lockset 

1 E74xA995 (2 Req.) 

Cl 18 

11100 

Mortise Cylinder 

No Adaptation Available 
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RUSSWIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

11100-1/2 

Mortise Cylinder 

No Adaptation Available 


11101 

Mortise Cylinder 

No Adaptation Available 


11102 

Mortise Cylinder 

No Adaptation Available 


11213 

Mortise Case 

1 E74xA995 

Cl 18 

11233HM 

Hotel 

No Adaptation Available 


11243 

Hotel 

No Adaptation Available 


11248 

Mortise Lockset 

1 E74xA995 

Cl 18 

11248-1/2 

Mortise Lockset 

1 E74xA995 

Cl 18 

11748 

Mortise Lockset 

1 E74xA995 

Cl 18 

11748-3/4 

Mortise Lockset 

1 E74xA995 

Cl 18 

13013 

Mortise Lockset 

1 E74xA995 

Cl 18 

13850 

Sliding Door 

1 E74 

C4 

13850-1/2 

Sliding Door 

1 E74 (2 Req.) 

C4 

13940 

Sliding Door 

1 E74 

C4 

13940-1/2 

Sliding Door 

1 E74 (2 Req.) 

C4 

A23023 

Entrance 

1 E74xA995 

Cl 18 

A23025 

Passage 

No Key 


A23036 

Public Toilet 

1 E74xA995 

Cl 18 

A23038 

Inner Office 

1 E74xA995 

Cl 18 

A23048 

Entrance 

1 E74xA995 

Cl 18 

23056 

Office 

1 E74xA995 

Cl 18 

A23058-1/2 

Entrance 

1 E74xA14333 Outside 
1 E74 Inside 

C220 

C4 

A23058-5/8 

Classroom 

1 E74xA1248 

Cl 28 

A23059 

Closet 

1 E74xA995 

Cl 18 

A23068-1/2 

Public Toilet 

1 E74xA995 Outside 
1 E74 Inside 

Cl 18 
C4 

A23068-5/8 

Classroom 

1 E74 

C4 
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NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

51141 

Mortise Cylinder 

1 E74 

C4 

51142 

Mortise Cylinder 

1 E74xA995 

Cl 18 

51181 

Mortise Cylinder 

1 E74 

C4 

51182 

Mortise Cylinder 

1 E74xA995 

Cl 18 

51381 

Mortise Cylinder 

1 E74 

C4 

51382 

Mortise Cylinder 

1 E74xA995 

Cl 18 

54013 

Mortise Lockset 

1 E74xA995 

Cl 18 

54098-1/2 

Mortise Lockset 

1 E74xA995 (2 Req.) 

Cl 18 

54148 

Mortise Lockset 

1 E74xA995 

Cl 18 

59148 

Lockset 

1 E74xA995 

Cl 18 

61001 

Mortise Cylinder 

1 E74 

C4 

61002 

Mortise Cylinder 

1 E74xA995 

Cl 18 

MR61003 

Mortise Cylinder 

No Adaptation Available 


61121 

Mortise Cylinder 

1 E74-24 

C4 

61122 

Mortise Cylinder 

1 E74-24xA995 

Cl 18 

61141 

Mortise Cylinder 

1 E74 

C4 

61142 

Mortise Cylinder 

1 E74xA995 

Cl 18 

61181 

Mortise Cylinder 

1 E74 

C4 

61182 

Mortise Cylinder 

1 E74xA995 

Cl 18 

MR61183 

Mortise Cylinder 

No Adaptation Available 


61381 

Mortise Cylinder 

No Adaptation Available 


61382 

Mortise Cylinder 

1 E74xA995 

Cl 18 

71141 

Mortise Cylinder 

1 E74 

C4 

71142 

Mortise Cylinder 

1 E74xA995 

Cl 18 

MR71143 

Mortise Cylinder 

No Adaptation Available 


71381 

Mortise Cylinder 

1 E74-22 

C4 

71382 

Mortise Cylinder 

1 E74-22xA995 

Cl 18 
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CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

MR71383 

Mortise Cylinder 

No Adaptation Available 


104098-1/2 

Lockset 

1 E74xA995 (2 Req.) 

Cl 18 

104298-1/2 

Lockset 

1 E74xA995 (2 Req.) 

Cl 18 


Note: The A20339 adaptation is a tulip or Russwin "Cosmic-Flair" design. The same adaptation can be 
ordered in a round, or Russwin "Fladdam-Bristol" design by ordering assembly No. A20340. 



SARGENT 

NUMBER 

6G04 

6G05 

6G08 

6G13 

6G24 

6G25 

6G30 

6G37 

6G38 

6G39 

6G44 

6G63 

6G64 

6G75 

6U05 

6U12 

6U15 

6U65 

6U65-2 

6U92 

6U94 

8G04 

8G05-AC 

41-8G05 

8G13 


ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

EQUIV. 

CYLINDRICAL LOCKSETS - 

■ SENTRY LOCK 



Storeroom Lock 

Cannot Adapt 


62KD 

Exterior Lock 

Cannot Adapt 


62KAB 

Dual Purpose 

Cannot Adapt 



Exit Latch 

No Key 



Office Lock 

Cannot Adapt 


62KAB 

All Purpose 

Cannot Adapt 


62KAB 

Communicating 

Cannot Adapt 



Classroom Lock 

Cannot Adapt 


62KR 

Classroom-Closet Latch 

Cannot Adapt 



Exit Latch (O+N) 

Cannot Adapt 



Service Station Lock 

Cannot Adapt 


62KE 

Exit Latch 

No Key 



Patio Lock 

No Key 


62KOP 

Communicating 

No Key 



Front Entrance 

Cannot Adapt 



Closet Latch 

No Key 



Passage Latch 

No Key 


62KON 

Bathroom-Bedroom Lock 

No Key 


62KOL 

Bedroom Lock 

No Key 



Dummy Knob 

No Key 



Dummy Knob 

No Key 



CYLINDRICAL LOCKSETS - 

■ MAGNA LOCK 



Storeroom Lock 

AK-A7277 


83KD 

Exterior Lock 

AK-A7277 


83KA 

Exterior Lock 

No Adaptation Available 



Exit Lock 

No Key 


83KONX 
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SARGENT 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT CODE NO. 

EQUIV. 

8G16 

Entrance Lock 

No Adaptation Available 

83KC 

41-8G16 

Entrance Lock 

No Adaptation Available 


8G17 

Fixed Knob Lock 

No Adaptation Available 

83K_W 

8G24 

Office Lock 

AK-A7277 

83 KB 

8G25 

All Purpose 

AK-A7277 

83KAB 

8G26 

Storeroom Lock 

No adaptation Available 

83K_G 

8G30 

Communicating 

No Adaptation Available 

83KS 

8G37 

Classroom Lock 

AK-A7277 

83KR 

8G38 

Closet Lock 

No Adaptation Available 


8G38-2 

Closet Lock 

No Adaptation Available 


8G44 

Service Station Lock 

AK-A7277 

83KE 

8G50 

Hotel 

Cannot Adapt. 

83KH 

8G52 

Hotel Lock 

Cannot Adapt. 

83KH 

8G54 

Door Lock 

AK-A7277 

83KT 

8G63 

Exit Lock 

No Key 

83KOQ 

8G64 

Patio Lock 

No Key 

83KOP 

8G75 

Communicating 

No Key 

83KOM 

8G87 

Hospital Lock 

No Adaptation Available 


8U12 

Closet Lock 

No Key 

83KOZ 

8U15 

Passage Latch 

No Key 

83KON 

41-8U15 

Passage Latch 

No Key 


8U65 

Bathroom Lock 

No Key 

83KOL 

8U88 

Hospital Lock 

No Key 


8U93 

Dummy Knob 

No Key 


8U94 

Dummy Knob 

No Key 


10 Line Series 

Lever Handle Cylindrical 

*Use Equiv. 

9K715D 


‘Examine door preparation for 9K compatibility. 
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SARGENT 


ARTICLE 


ADAPT 


CAM ORDER 
CODE NO. 


EQUIV. 


NUMBER 

MORTISE AND RIM CYLINDERS 
28 ASA Strike 


32 

Rim Cylinder 

34 

Rim Cylinder 

40 

Mortise Cylinder Series 

41 

Mortise Cylinder Series 

42 

Mortise Cylinder Series 

43 

Mortise Cylinder Series 

44 

Mortise Cylinder Series 

46 

Mortise Cylinder Series 


MISCELLANEOUS 

106 

Auxiliary O/S Control 

113 

Auxiliary O/S Control 

206 

Auxiliary O/S Control 

213 

Auxiliary O/S Control 

222 

Deadlock 

250 

Tubular Deadlock 

251 

Tubular Deadlock 

252 

Tubular Deadlock 

306 

Exit Device Auxiliary 

313 

Control 


2828x28-K-GTB Exit Device 

4142 Utility Lock 

4143 Utility Lock 
Night Latch 


No Adaptation Available 


1 ESPL-7-B5994 
1 ESPL-7-B5994 

1 E74xA14520 C208 

1 E74xA14520 C208 

1 E74xA14520 C208 

1 E74xA14520 C208 

1 E74-22xA14520 C208 

1 E74-26xA14520 C208 

1 E64xR708 C4 

or 1 E74xR710 C4 

1 E64xR708 C4 

or 1 E74xR710 C4 

1 E64xR708 C4 

or 1 E74xR710 C4 

1 E64xR708 C4 

or 1 E74xR710 C4 

1 ESPL-7-B5994 

A9151 

A9151 


No Adaptation Available 
1 E74 C4 

1 E74 C4 

1 E72 

1 E7E4 C229 

1E7E4 


4257 
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1 E72 


C229 



SARGENT 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

4265 

Night Latch 

1 E72 



4277 

Night Latch 

1 E72 



4285 

Night Latch 

1 E72 



4289 

Night Latch 

1 E72 



4335 

Deadlock 

1 E72 




MORTISE LOCKS 




4820 

Deadlock 

1 E74xA1247 

C127 

38HL 

4821 

Deadlock 

1 E74xA1247 

C127 

38HK 

4823 

Deadlock 

1 E74xA1247 

C127 

38 HR 

4825 

Deadlock 

1 E74xA1247 

C127 

38HM 

4874 

Deadlock 

1 E74xA14520 (2 Req.) 

C208 


4875 

Deadlock 

1 E74xA14520 

C208 


4876 

Deadlock 

1 E74xA14520 

C208 


4877 

Deadlock 

1 E74xA14520 

C208 


4878 

Deadlock 

1 E74xA14520 (2 Req.) 

C208 


4879 

Deadlock 

No Key 



4883 

Deadlock 

1 E74 (2 Req.) 

C4 

38HM 

4886 

Deadlock 

1 E74 

C4 

38HL 

4979 

Bit Key Asylum 

None 


38HM 

5100 

Alarmed Panic 

I/S 1 E74xC208 

C208 




O/S 1 ESPL-7-A5994 



5311 

Panic Device 

1 E72 



541 3T 

Exit Device 

1 E72 



12-5804 

Exit Alarm 

1 ESPL-7-A5994(0/S) 





1 E74xA14520 (I/S) 

C208 


12-5810 

Exit Alarm 

1 E74xA14520 

C208 


6410x 113 

Exit Device 

1 E74-R710 

C4 


6705 

Office Lock 

1 E74 

C4 


6705R 

Rabbeted Office Lock 

1 E74 

C4 
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SARGENT 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

6706 

Panic Device 

1 E74xA14520 

C208 

6710 

Panic Device 

No Key 


6713ETL 

Panic Device 

1 E74xA14520 

C208 

671 3x704- ETL 

Panic Device 

No Adaptation Available 


12-14-6713 KDA 

Panic Device 

No Adaptation Available 


6715 

Panic Device 

No Key 


6716 

Public Toilet Lock 

1 E74xA1 172 

C121 

6720 

Deadlock 

1 E74 

C4 

6721 

Deadlock 

1 E74 

C4 

6722 

Deadlock 

1 E74 (2 Req.) 

C4 

6723 

Entrance Lock 

1 E74 (2 Req.) 

C4 

6725 

Storeroom Lock 

1 E74 

C4 

6726 

Storeroom Lock 

1 E74 (2 Req.) 

C4 

6728 

Passage Lock 

No Key 


6737 

Classroom Lock 

1 E74 

C4 

6745 

Dwelling Entrance 

1 E74 

C4 

6746 

Vestibule Lock 

1 E74 

C4 

6750 

Hotel Lock 

A5915xA1248 

Cl 28 

6761 

Residential Entrance 

1 E74 

C4 

12-6762PTB 

Exit Device 

1 ESPL-7-A5994 


6763 

Exit Device 

1 ESPL-7-A5994 


6765 

Bathroom Lock 

No Key 


6775 

Communicating Lock 

No Key 


6804 

Panic Device 

1 ESPL-7-A5994 


6804ET 

Panic Device 

1 ESPL-7-A5994 


12-6804 

Panic Device 

1 ESPL-7-A5994 
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SARGENT 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

16-6804 

Panic Device 
(Cylinder Bar Lock Down) 

1 ESPL-7-A5994 (O/S) 
1 E74xA14520 (I/S) 

C208 

16-6804xPTB 

Exit Device 

(Cylinder Bar Lock Down) 

1 ESPL-7-A5994 (O/S) 
1 E74xA14520 (I/S) 

C208 

6810 

Panic Device 

No Key 


16-6810 

Panic W/Cyl Dogging 

1 E74xA14520 

C208 

6813 

Panic Device 

1 ESPL-7-A5994 


681 3ET 

Panic Device 

1 E74xA14520 

C208 

6813ETL 

Panic Device 

1 E74xA14520 

C208 

6813F-ETH 

Exit Device 

1 E74xA14520 

C208 

16-6813 

Exit Device 
(Cyl Dog Inside) 

1 ESPL-7-A5994(0/S) 
1 E74xA14520 (I/S) 

C208 

681 5ET 

Panic Device 

No Key 


6816 

Panic Device 

1 ESPL-7-A5994(0/S) 
1 E74-22xA14520(l/S) 

C208 

6828 

Panic Device 

No Key 


6863 

Panic Device 

1 ESPL-7-A5994 


6863ETL 

Exit Device 

1 E74xA1 4520-R81 3 

C208 

6863xPTB 

Exit Device 

1 ESPL-7-A5994 


6866 

Exit Device 

1 ESPL-7-A5994(0/S) 
1 E74-22xA14520(l/S) 

C208 

12-6866 

Exit Device 

1 ESPL-7-A5994(0/S) 
1 E74-22xA14520(l/S) 

C208 

6893 

Panic Device 

No Key 


6904 

Panic Device 

1 E74xA14520 

C208 

16-6904 

Panic Device 
(Cylinder Bar Lock Down) 

1 E74xA14520(O/S) 
1 E74xA14520 (I/S) 

C208 

C208 

6910 

Panic Device 

No Key 


6913 

Panic Device 

1 E74xA14520 

C208 

6913ETL 

Panic Device 

1 E74-26xA14520 

C208 
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SARGENT 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

6916 

Panic Device 

1 E74xA1 4520(O/S) 

1 ESPL-7-A5994(l/S) 

C208 

691 6F 

Panic Device 

1 E74xA1 4520(O/S) 

1 ESPL-7-A5994 (I/S) 

C208 

6926M 

Sliding Door 

1 E74 (2 Req.) 

C4 

6927M 

Sliding Door 

1 E74 

C4 

6928 

Panic Device 

No Key 


6963 

Panic Device 

1 E74xA14520 

C208 

6970 

Panic Device 

1 E74xA14520 

C208 

6971 

Panic Device 

1 E74xA14520 

C208 


INTEGRALOCK 



7600 

Face Plate to Replace A9322 Best Face Plate Adaptor 

Integralock (1-1/4x4-174) (Use with 83K Series Lock.) 

7604 

Emergency Lock 

No Adaptation Available 


7605 

Office Lock 

No Adaptation Available 


7606 

Play Court Lock 

No Key 


7609 

Service Station Toilet 

No Adaptation Available 


7614 

Emergency Lock 

No Adaptation Available 


7615 

Passage Lock 

No Key 


7616 

Public Toilet Lock 

No Adaptation Available 


7617 

Asylum Lock 

No Adaptation Available 


7619 

Asylum Lock 

No Adaptation Available 


7625 

Storeroom Lock 

No Adaptation Available 


7626 

Storeroom Lock 

No Adaptation Available 


7627 

Dwelling Entrance Lock 
(Export) 

No Adaptation Available 


7637 

Classroom Lock 

No Adaptation Available 
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SARGENT 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

7645 

Dwelling Entrance Lock 
(Export) 

No Adaptation Available 


7646 

Vestibule Lock 

No Adaptation Available 


7647 

Play Court Lock 

No Adaptation Available 


7650 

Hotel Lock 

No Adaptation Available 


7664 

Privacy Lock 

No Key 


7665 

Bathroom Lock 

No Key 


7675 

Communicating Lock 

No Key 


7687 

Hospital Lock 

No Adaptation Available 


7693 

Knob Pull 

No Key 


7694 

Dummy Trim 

No Key 


1-7600 

Series for 1-3/8" Door 

No Adaptation Available 


1-7614 

Emergency Lock 

No Adaptation Available 


1-7615 

Passage Latch 

No Key 


1-7625 

Storeroom Lock 

No Adaptation Available 


1-7664 

Privacy Lock 

No Key 


1-7665 

Bathroom Lock 

No Key 


1-7675 

Communicating Lock 

No Key 


8-7600 

Series for Tubular 
Steel Doors 

No Adaptation Available 


8-7605PR 

Office Door Lock 

No Adaptation Available 


8-7615PR 

Passage Latch 

No Key 


8-761 6PR 

Exit and Corridor Lock 

No Adaptation Available 


8-7625PR 

Utility Lock 

No Adaptation Availble 


8-7626PR 

Utility Lock 

No Adaptation Available 


8-7637PR 

Classroom Lock 

No Adaptation Available 
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SARGENT 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

8-7645PR 

Entrance Lock 

No Adaptation Available 



8-7647PR 

Office Lock 

No Adaptation Available 



8-7665PR 

Bathroom Lock 

No Key 



8-7675PR 

Communicating Lock 

No Key 



*7703 

Classroom Deadlock 

1 E74 

C4 


7703 

Classroom Deadlock 

1 E74xA14520 

C208 


*7704 

Emergency Lock 

1 E74 

C4 

34HEW 

7704 

Storeroom 

1 E74xA14520 

C208 

34HEW 

*7705 

Office Lock 

1 E74 

C4 

34HE 

7705 

Office Lock 

1 E74xA14520 

C208 

34HE 

*7705 R 

Rabbeted Office Lock 

1 E74 

C4 


7706 

Storeroom 

1 E74xA14520 

C208 


7713 

Exit Latch 

No Key 



*7714 

Emergency Lock 

1 E74 

C4 


*7715 

Passage Latch 

No Key 


34HON 

7715 

Passage Latch 

No Key 


34HON 

*7716 

Public Toilet Lock 

1 E74 Outside 
1 E74xA1 172 Inside 

C4 

C121 

34HG 

7716 
*7716 R 

Public Entrance 

Rabbeted Public Toilet 
Lock 

1E74xA1 4520 Outside 
1 E74xA14521 Inside 
1 E74xA1 172 Outside 
1E74 Inside 

C208 

C209 

C121 

C4 


7717 

Asylum 

1 E74xA14520 (2 Req.) 

C208 


*7720 

Deadlock 

1 E74 

C4 

34H_S 

7720 

Deadlock 

1 E74xA14520 

C208 

34HS 


* Old style cast iron case. New style stamped steel case uses the same catalog number but different cam. 
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SARGENT 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

EQUIV. 

*7721 

Deadlock 

1 E74 

C4 

34HP 

7721 

Deadlock 

1 E74xA14520 

C208 

34HP 

*7722 

Deadlock 

1 E74 (2 Req.) 

C4 

34H_T 

7722 

Deadlock 

1 E74xA14520 (2 Req.) 

C208 

34HT 

*7723 

Deadlock 

1 E74 

C4 


7723 

Classroom Deadlock 

1 E74xA14520 (2 Req.) 

C208 


7724 

Dormitory 

1 E74xA14520 

C208 


*7725 

Storeroom Lock 

1 E74 

C4 


7725 

Dormitory 

1 E74xA14520 

C208 


* 7725 R 

Rabbeted Storeroom Lock 

1 E74 

C4 


*7726 

Storeroom Lock 

1 E74 (2 Req.) 

C4 


7726 

Storeroom Lock 

1 E74xA14520 (2 Req.) 

C208 

34HC 

* 7726 R 

Rabbeted Storeroom Lock 

1 E74 (2 Req.) 

C4 


*7730 

Strike 

No Key 



7731 

Utility 

1 E74xA14520 

C208 


7735 

Storeroom 

1 E74xA14520 

C208 


7736 

Closet 

1 E74xA14520 

C208 


*7737 

Classroom Lock 

1 E74 

C4 

34HJ 

7737 

Classroom 

1 E74xA14520 

C208 

34HJ 

7743 

Entrance 

1 E74xA14520 

C208 


*7745 

Dwelling Entrance Lock 

1 E74 

C4 


7745 

Entrance 

1 E74xA14520 

C208 

34HF 

* 7745 R 

Rabbeted Entrance Lock 

1 E74 

C4 


*7746 

Vestibule Lock 

1 E74 

C4 


*7750 

Hotel Lock 

A4758RH, A4757LH 




*Old style cast iron case. New style stamped steel case uses the same catalog number but different cam. 
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SARGENT 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

7750 

Hotel (Use Emergency Key) 

1 E7G4xA14520 

C208 34HHF 

*7752 

Hotel Lock 

No Adaptation Available 


7755 

Hotel 

No Adaptation Available 


*7765 

Bathroom Lock 

No Key 


7765 

Bathroom 

No Key 


18-7770 

Electro-Mech Lock 

1 E74xA14520 

C208 

*7775 

Communicating Lock 

No Key 


7775 

Communicating 

No Key 


7776 

Communicating 

1 E74xA14520 (2 Req.) 

C208 

*7788 

Safety Lock 

1 E74 

C4 

7788 

All Purpose 

No Adaptation Available 


*7792 

Safety Lock 

No Adaptation Available 


7792 

All Purpose 

1E74xA14520 Outside 
1 E74xA14521 Inside 

C208 

C209 

7794 

Knob Pull 

No Key 


*7804 

Emergency Lock 

1 E74 

C4 

*7805 

Office Lock 

1 E74 

C4 

*7813 

Exit Latch 

No Key 


*7815 

Passage Latch 

No Key 

34HON 

*7816 

Public Toilet Lock 

1 E74 (2 Req.) 

C4 34HG 

*7821 

Deadlock 

1 E74 

C4 

*7822 

Deadlock 

1 E74 (2 Req.) 

C4 

*7825 

Storeroom Lock 

1 E74 

C4 

*7826 

Storeroom Lock 

1 E74 (2 Req.) 

C4 

*7837 

Classroom Lock 

1 E74 

C4 


* Old style cast iron case. New style stamped steel case uses the same catalog number but different cam. 
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SARGENT 


CODE ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

*7865 

Bathroom Lock 

No Key 



*7871 

Electro Lock 

1 E74 

C4 


*7890 

Safety Lock 

1 E74 

C4 


*7892 

Safety Lock 

1 E74 (2 Req.) 

C4 


*8104 

Lever, Emergency 

1 E74 

C4 


8104 

Storeroom 

1 E74xA14520 

C208 

35HEW 

*8105 

Lever, Office 

1 E74 

C4 


8105 

Office 

1 E74xA14520 

C208 

35HE 

*8110 

Lever, Entrance 

1 E74 

C4 


*8111 

Lever, Entrance 

1 E74 (2 Req.) 

C4 


*8114 

Lever, Emergency 

1 E74 

C4 


*8115 

Lever, Passage 

No Key 



8115 

Passage 

No Key 


35HON 

*8116 

Lever, Toilet 

1 E74 (2 Req.) 

C4 


8116 

Public Entrance 

1 E74xA14520 Outside 
1 E74xA14521 Inside 

C208 

C209 

35H_G 

81 17-LNH 

Mortise Lockset 

1 E74xA14520 (2 Req.) 

C208 


8124 

Dormitory 

1 E74xA14520 

C208 


*8125 

Lever, Entrance 

1 E74 

C4 


8125 

Dormitory 

1 E74xA14520 

C208 


8126 

Lever, Entrance 

1 E74 (2 Req.) 

C4 


8126 

Storeroom 

1 E74xA14520 (2 Req.) 

C208 

35H_C 

*8137 

Lever, Classroom 

1 E74xA1 172 

C121 


8137 

Classroom 

1 E74xA14520 

C208 

35H_J 

8143 

Entrance 

1 E74xA14520 

C208 



* Old style cast iron case. New style stamped steel case uses the same catalog number but different cam. 
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SARGENT 


NUMBER 

ARTICLE 


ADAPT 

CAM ORDER 
CODE NO. 

EQUIV. 

*8145 

Lever, Entrance 


1 E74 

C4 



8145 

Entrance 


1 E74xA14520 

C208 

35H_ 

_F 

*8146 

Lever, Vestibule 


1 E74 

C4 



*8150 

Lever, Hotel 


No Adaptation Available 




8150 

Hotel (Use Emergency Key) 


1 E7G4xA14520 

C208 

35 H 

HF 

*8152 

Lever, Hotel 


No Adaptation Available 




8155 

Hotel 


No Adaptation Available 




*8165 

Lever, Privacy 


No Key 




8165 

Bathroom 


No Key 




18-12-8170LNH 

Mortise 


1 E74xA14520 

C208 



18-12-8171 LNB 

Electric Mortise 


1E74xA14520 

C208 



*8175 

Lever, Communicating 


No Key 




8175 

Communicating 


No Key 




8176 

Communicating 


1 E74xA14520 (2 Req.) 

C208 



*8193 

Dummy Trim One Side 


No Key 




*8194 

Dummy Trim Both Sides 


No Key 




8406 

Exit Device 


1 E74xA14520 

C208 



16- 8410 


I/S 

O/S 

1 ESPL-7-A35124 
1 E74 

C208 

C208 



8413 

Exit Device 


1 E74xA14520 

C208 



8504 

Exit Device 


1 ESPL-7-A5994 




16-8504 

Exit Device 
W/Cyl Dog 


1 ESPL-7-A5994(0/S) 
1E74xA1 4520 (I/S) 

C208 



8606 

Exit Device 


1 E74xA14520 

C208 



8610 

Exit Device 


No Key 




1 2-861 3ET 

Exit Device 


1 ESPL-7-B35124 

C208 



8710 

Exit Device 


No Key 





Old style cast iron case. New style stamped steel case uses the same catalog number but different cam. 
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SARGENT 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

8713 

Exit Device 

1 ESPL-7-A5994 


8715 

Exit Device 

No Key 


13-8763F-FLW 

Exit Device 

1 ESPL-7-A5994 


8804 ET Series Trim Exit Device 

1 ESPL-7-A5994 


8804 

Exit Device 

1 ESPL-7-A5994 


16-8804 

Exit Device 
W/Cyl Dog 

1 ESPL-7-A5994 (O/S) 
1E74xA1 4520 (I/S) 

C208 

12-8875 ET 

Exit Device 

1 ESPL-7-A35124 

C208 

8810 

Exit Device 

No Key 


8813 

Exit Device 

1 ESPL-7-A5994 


8813 ETL 

Exit Device 

1 EPL-7-A35124 

C208 

8815 

Exit Device 

No Key 


8828 

Exit Device 

No Key 


8863 

Exit Device 

1 ESPL-7-A5994 


8863F-FLW 

Exit Device 

1 ESPL-7-A5994 


8866 

Exit Device 

1 ESPL-7-A5994 (O/S) 
1 E74-22xA14520 (I/S) 

C208 

1 2-8888-71 3ETL 

Exit Device 

1 ESPL-7-A35124 

C208 

12-8975 ET 

Exit Device 

1 ESPL-7-A35124 

C208 

8904 

Exit Device 

1 E74xA14520 

C208 

8904 ET Series Trim Exit Device 

1 E74-28 

C208 

8910 

Exit Device 

No Key 


8913 

Exit Device 

1 E74xA14520 

C208 

8915 

Exit Device 

No Key 


8916 ET 

Exit Device 

1 ESPL-7-A35124 

C208 

8963 

Exit Device 

1 E74xA14520 

C208 

12-8966 PTB 

Exit Device 

1 ESPL-7xA35124(0/S) 
1 ESPL-7-A5994(l/S) 

C208 


Note: All ET trims should be supplied with shallow groove cylinders unless otherwise specified by this list. 


202 



SARGENT 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

12-8975 ET 

Exit Device 

1 ESPL-7-A35124 

C208 

9133 

Entrance Lock 

1 E74 (2 Req.) 

C4 

9166 

Entrance Lock 

1 E74 (2 Req.) 

C4 

9186 

Entrance Lock 

1 E74 (2 Req.) 

C4 

PANIC EXIT DEVICES 



9304 

Device 

1 E74xA14520 

C208 

9310 

Device 

No Key 


9313 

Exit Device 

1 E74xA14520 

C208 

9406 

Exit Device 

1 E74xA14520 

C208 

9410 

Exit Device 

No Key 


9410x113 


1 ESPL-7-B35124 

C208 

9413 

Exit Device 

1 E74xA14520 

C208 

9504 

Exit Device 

1 ESPL-7-A5994 


16-9610 

Panic Device 

1E74-22 Inside Only 

C208 

12-9613 

Exit Device 

1 E74-R710 

C208 

12-9613-213 

Panic Device W/Control 

1 ESPLxA35124 

C208 

16-9613 

Panic Device 
W/Cyl Dog 

1E74xR710 Outside 
1 E74-22 Inside 

C208 

C208 

9706 

Exit Device 

1 ESPL-7-A5994 


9710 

Exit Device 

No Key 


9710-706 

Exit Device w/Control 

1 E74xA14520 

C208 

16-9710 

Exit Device 

1 E74-22 (Cyl Dog) 

C208 

9713 

Exit Device 

1 ESPL-7-A5994 


9713 ETL 

Exit Device 

1 ESPL-7-A35124 

C208 

14-971 3-71 3ETW Panic Device 

1 ESPL-7-A35124 

C208 

9762 

Exit Device 

1 ESPL-7-A5994 


9763 

Exit Device 

1 ESPL-7-A5994 
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SARGENT 


IUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

9804 

Exit Device 

1 ESPL-7-A5994 


9804ET 

Exit Device 

1 ESPL-7-A5994 


16-9804 

Exit Device 
W/Cyl Dog 

1 ESPL-7-A5994 
1E74-22 Inside 

C208 

9810 

Exit Device 

No Key 


16-9810 

Exit Device 

No Key Outside 
1E74-22 Inside 

C208 

9813 

Exit Device 

1 ESPL-7-A5994 


9813 ETL 

Exit Device 

1 ESPL-7-A35124 

C208 

84-9813 

Exit Device 

1 ESPL-7-A5994 


9816 

Exit Device 

1 ESPL-7-A5994(0/S) 
1 E74-22 (I/S) 

C208 

9863 

Exit Device 

1 ESPL-7-A5994 


9866 

Exit Device 

1 ESPL-7-A5994 (O/S) 
1 E74-22 (I/S) 

C208 

9898 

Exit Device 

1 ESPL-7-A5994 


9904 

Exit Device 

1 E74xA14520 

C208 

84-9904 

Panic Device 

1 E74xA14520 

C208 

9910 

Exit Device 

No Key 


9913 

Exit Device 

1 E74xA14520 

C208 

16-9913 

Panic Device 
W/Cyl Dog 

1 E74xA14520 (O/S) 
1 E74-22 (I/S) 

C208 

C208 

12-9915 

Panic Device 

No Key 


9916 

Exit Device 

1 E74xA14520 (O/S) 

1 ESPL-7-A5994 (I/S) 

C208 

9928 

Exit Device 

No Key 


12-9928 

Exit Device 

No Key 


9963 

Exit Device 

1 E74xA14520 

C208 

12-9963 

Exit Device 

1 E74xA14520 

C208 
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SARGENT 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

12-23-9971 

Exit Device 

1 E74xA14520 

C208 

9966 

Exit Device 

1 E74xA14520 (O/S) 

1 ESPL-7-A5994 (I/S) 

C208 


EQUIV. 
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NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

A10S 

Passage Latch 

No Key 


62KON 

CIOS 

Passage Latch 

No Key 


83KON 

D Series-Athens 

Lever Handle Cylindrical 

* Use Equiv. 


K716D 

D Series-Rhodes Lever Handle Cylindrical 

* Use Equiv. 


9K715D 

D Series-Sparta 

Lever Handle Cylindrical 

* Use Equiv. 


9K714D 

DIOS 

Passage Latch 

No Key 


83KON 

D10-3/4S 

Passage Latch 

No Key 



A12D 

Exit Latch 

No Key 



C12D 

Exit Latch 

No Key 


83KONX 

D12D 

Exit Latch 

No Key 


83KONX 

C20S 

Closet Latch 

No Key 



D20S 

Closet Latch 

No Key 


83KOZ 

C25D 

Exit Latch 

No Key 



D25D 

Exit Latch 

No Key 


83KOY 

A30D 

Inner Door Latch 

No Key 


62KOP 

C30D 

Button Lock 

No Key 



D30D 

Button Lock 

No Key 


83KOP 

A31D 

Exit Lock 

No Key 



C31D 

Exit Lock 

No Key 



D31D 

Exit Lock 

No Key 



A40S 

Bathroom 

No Key 


62KOL 

C40S 

Emergency Key Lock 

No Key 



D40S 

Emergency Key Lock 

No Key 


83KOL 

C41D 

Communicating Lock 

No Key 



D41D 

Communicating Lock 

No Key 


83KOM 


‘Examine door preparation for 9K compatibility. 
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SCHLAGE 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT CODE NO. 

EQUIV. 

A42D 

Communicating Lock 

No Key 



A50PD 

Office Lock 

Cannot Adapt 

62 K 

_AB 

C50PD 

Office Lock 

AK-A26127 (round) or A26125 (tulip) 



D50PD 

Office Lock 

AK-A26127 (round) or A26125 (tulip) 

83 K 

_B 

A51PD 

Exterior Lock 

Cannot Adapt 

62 K 

AB 

C51PD 

Exterior Lock 

AK-A26127 (round) or A26125 (tulip) 



D51PD 

Exterior Lock 

AK-A26127 (round) or A26125 (tulip) 

83KA 

D51-3/4 PD 

Exterior Lock 

AK-A26127 (round) or A26125 (tulip) 



E51PD 

Entrance Lock 

1 ESPL-7-B1437 



A52PD 

Office Lock 

Cannot Adapt 

62 K 

_AB 

C52PD 

All Purpose Lock 

AK-A26127 (round) or A26125 (tulip) 



D52PD 

All Purpose Lock 

AK-A26127 (round) or A26125 (tulip) 



D53PD 

83KAB 

Entrance Lock 

AK-A26127 (round) or A26125 (tulip) 



A55PD 

Service Station Lock 

Cannot Adapt 

62 K 

_E 

C55PD 

Service Station Lock 

AK-A26127 (round) or A26125 (tulip) 



D55PD 

Service Station Lock 

AK-A26127 (round) or A26125 (tulip) 

83 K 

_E 

C57PD 

Stateroom Lock 

AK-A26127 (round) or A26125 (tulip) 



D57PD 

Stateroom Lock 

AK-A26127 (round) or A26125 (tulip) 



C60PD 

Vestibule Lock 

AK-A26127 (2 Req.) (round) or A26125 (tulip) 



D60PD 

Vestibule Lock 

AK-A26127 (2 Req.) (round) or A26125 (tulip) 83K 

_C 

D60-3/4PD 

Entrance Lock 

AK-A26127 (2 Req.) (round) or A26125 (tulip) 



C62PD 

Communicating Lock 

AK-A26127 (2 Req.) (round) or A26125 (tulip) 



D62PD 

Communicating Lock 

AK-A26127 (2 Req.) (round) or A26125 (tulip) 



C66PD 

Store Door Lock 

AK-A26127 (2 Req.) (round) or A26125 (tulip) 



D66PD 

Store Door Lock 

AK-A26127 (2 Req.) (round) or A26125 (tulip) 83K 

_G 
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SCHLAGE 


NUMBER 

ARTICLE 

A70PD 

Classroom Lock 

C70PD 

Classroom Lock 

D70PD 

Classroom Lock 

C71PD 

Closet Lock 

D71PD 

Closet Lock 

C72PD 

Communicating Lock 

D72PD 

Communicating Lock 

C73PD 

Dormitory Lock 

D73PD 

Dormitory Lock 

C74PD 

Communicating Suite Lock 

D74PD 

Communicating Suite Lock 

D75PD 

Hotel Lock 

A80PD 

Exit Lock 

C80PD 

Storeroom Lock 

D80PD 

Storeroom Lock 

E80PD 

Vestibule Lock 

C81PD 

Utility Lock 

D81PD 

Utility Lock 

C82PD 

Fixed Knob Lock 

D82PD 

Fixed Knob Lock 

C84PD 

Apartment House Lock 

D84PD 

Apartment House Lock 

C85PD 

Hotel Room Lock 

D85PD 

Hotel Room Lock 

C86PD 

Club House Lock 


"See page 204 


CAM ORDER 

ADAPT CODE NO. EQUIV. 

Cannot Adapt 62K_R 

AK-A26127 (round) or A26125 (tulip) 

AK-A261 27 (round) or A261 25 (tulip) 83K_R 

AK-A26127 (round) or A26125 (tulip) 

AK-A26127 (round) or A26125 (tulip) 

AK-A26127 (2 Req.) (round) or A26125 (tulip) 

AK-A261 27 (2 Req.) (round) or A261 25 (tulip) 82K_S 
AK-A26127 (round) or A26125 (tulip) 

AK-A26127 (round) or A26125 (tulip) 

AK-A26127 (round) or A26125 (tulip) 

AK-A26127 (round) or A26125 (tulip) 

Cannot Adapt 
Cannot Adapt 

AK-A26127 (round) or A26125 (tulip) 

AK-A26127 (round) or A26125 (tulip) 

1 ESPL-7-B1437 

AK-A26127 (round) or A26125 (tulip) 

AK-A26127 (round) or A26125 (tulip) 

AK-A26127 (2 Req.) (round) or A26125 (tulip) 
AK-A26127 (2 Req.) (round) or A26125 (tulip) 83K_W 
Cannot Adapt 
Cannot Adapt 
Cannot Adapt 

Cannot Adapt 83K_H 

AK-A26127 (2 Req.) 


83KT 

83KH 

62KD 

83KD 
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SCHLAGE 


CAM ORDER 
CODE NO. 


EQUIV. 


NUMBER 

ARTICLE 

ADAPT 

D86PD 

Club House Lock 

AK-A26127 (2 Req.) 

C87PD 

Entrance Lock 

AK-A26127 (2 Req.) 

D87PD 

Entrance Lock 

AK-A26127 (2 Req.) 

B250PD 

Night Latch 

1 ESPL-7-B1437 

B251PD 

One-Way Latch 

1 ESPL-7-B1437 

B251 PDX 

One-Way Latch 

Socket Head Screws 

1 ESPL-7-B1437 

B252PD 

Double Cylinder Dead- 
locking Latch 

1 ESPL-7-B1586 

B252PDX 

Double Cylinder Dead- 
locking Latch 
Socket Head Screws 

1 ESPL-7-B1586 


(round) or A26125 (tulip) 
(round) or A26125 (tulip) 
(round) or A26125 (tulip) 


B260P 

Deadlock 

K260P 

Deadlock 

B261P 

One-Way Deadlock 

B261PX 

One-Way Deadlock 
Socket Head Screws 

K261P 

One-Way Deadlock 

B262P 

Double Cylinder Deadlock 

B262PX 

Double Cylinder Deadlock 
Socket Head Screws 

K262P 

Double Cylinder Deadlock 

B263P 

School Safety Deadlock 

K263P 

School Safety Deadlock 

B270D 

Exit Latch 

B280 

Door Bolt 

B460P 

Tubular 


1 ESPL-7-B1437 

1 E74xB1487 Cl 43 38H_K 

1 ESPL-7-B1437 
1 ESPL-7-B1437 

1 E74xA1487 Cl 43 38H_L 

1 ESPL-7-B1586 
1 ESPL-7-B1586 

1E74xA1487 (2 Req.) Cl 43 38H_M 

1 ESPL-7-B1437 

1 E74xA5989 Cl 82 38H_R 

No Key 
No Key 

1 ESPL-7-B1437 


Note: Round Plymouth and Saturn Knobs may be adapted with AK-A26127 Knob Adaptation. Tulip Coronet 
Knobs may be adapted with AK-A26125 Knob Adaptation wherever AK-A26127 is listed. 
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SCHLAGE 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

EQUIV. 

B460Px 12-076 

Deadlock 

1 ESPL-7-B1437 



B461 

Tubular 

1 ESPL-7-B1437 



K280 

Thumbturn Deadlock 

No Key 



K290 

"K" Lock Unit 

Case Only 



K460 

Deadlock 

1 E74xA1487 

Cl 43 

38HK 

K462 

Deadlock 

1 E74xA1487 (2 Req.) 

Cl 43 

38HM 

K463 

Deadlock 

1 E74xA1487 

Cl 43 

38 HR 

K464 

Deadlock 

1 E74xA1487 

Cl 43 

38H_L 

900 

Mortise Cylinder 

1 E74 

C4 


901 

Rim Cylinder 

1 E72 



905 

"K" Mortise Cylinder 

1 E74xA1487 

Cl 43 


906 

1-1/2" dia. Cylinder 

3E74 

C3 


MORTISE LOCKSETS 




K3010 

Passage 

No Key 



K3040 

Privacy 

No Key 



K3050P 

Office 

1 E74 

C4 


K3060P 

Apartment Entrance 

1 E74 (2 Req.) 

C4 


K3070P 

Classroom 

1 E74 

C4 


K3080P 

Storeroom 

1 E74 

C4 


K3082P 

Institution 

1 E74 (2 Req.) 

C4 


K3440 

Privacy 

No Key 



K3451 P 

Entrance 

1 E74 

C4 


K3452P 

Entrance 

1 E74 

C4 


K3454P 

Store Door 

1 E74 (2 Req.) 

C4 


K3456P 

Convalescent 

1 E74 

C4 


K3465P 

Closet 

1 E74 

C4 


K3466P 

Store Door 

1 E74 

C4 
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SCHLAGE 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

EQUIV. 

K3473P 

Dormitory 

1 E74 

C4 


K3484P 

Hotel 

No Adaptation Available 



K3485P 

Hotel 

No Adaptation Available 



K4010 

Passage 

No Key 


34HON 

K4040 

Privacy 

No Key 



K4050P 

Office 

1 E74 

C4 

34HE 

K4060P 

Apartment Entrance 

1 E74 (2 Req.) 

C4 

34HG 

K4070P 

Classroom 

1 E74 

C4 

34H_J 

K4080P 

Storeroom 

1 E74 

C4 

34HEW 

K4082P 

Institution 

1 E74 (2 Req.) 

C4 


K4440 

Privacy 

No Key 


34HOL 

K4451 P 

Entrance 

1 E74 

C4 


K4452P 

Entrance 

1 E74 

C4 

34HA 

K4454P 

Store Door 

1 E74 (2 Req.) 

C4 

34H_W 

K4456P 

Convalescent 

1 E74 

C4 

34HFW 

K4465P 

Closet 

1 E74 

C4 


K4466P 

Store Door 

1 E74 (2 Req.) 

C4 

34HC 

K4473P 

Dormitory 

1 E74 

C4 

34HB 

K4484P 

Hotel 

No Adaptation Available 



K4485P 

Hotel (Use Emergency Key) 

1 E7G4xA1247 

C127 

34HH 

K5010 

Passage 

No Key 



K5040 

Privacy 

No Key 



K5050P 

Office 

1 E74 

C4 


K5060P 

Apartment Entrance 

1 E74 (2 Req.) 

C4 


K5070P 

Classroom 

1 E74 

C4 


K5080P 

Storeroom 

1 E74 

C4 


K5082P 

Institution 

1 E74 (2 Req.) 

C4 
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SCHLAGE 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

K5175 

Single Dummy Trim 

No Key 



K5176 

Pair Dummy Trim 

No Key 



K5440 

Privacy 

No Key 



K5451 P 

Entrance 

1 E74 

C4 


K5452P 

Entrance 

1 E74 

C4 


K5454P 

Store Door 

1 E74 (2 Req.) 

C4 


K5456P 

Convalescent 

1 E74 

C4 


K5460P 

Cylinder x Turn Piece 

1 E74 

C4 


K5462P 

Double Cylinder 

1 E74 (2 Req.) 

C4 


K5463P 

Classroom 

1 E74 

C4 


K5464P 

Cylinder x Blank 

1 E74 

C4 


K5465P 

Closet 

1 E74 

C4 


K5466P 

Storeroom 

1 E74 (2 Req.) 

C4 


K5473P 

Dormitory 

1 E74 

C4 


K5484P 

Hotel 

No Adaptation Available 



K5485P 

Hotel 

No Adaptation Available 



K6010 

Passage 

No Key 


35H0N 

K6040 

Privacy 

No Key 



K6050P 

Office 

1 E74 

C4 

35HE 

K6060P 

Apartment Entrance 

1 E74 (2 Req.) 

C4 

35H_G 

K6070P 

Classroom 

1 E74 

C4 

35HJ 

K6080P 

Storeroom 

1 E74 

C4 

35HEW 

K6082P 

Institution 

1 E74 (2 Req.) 

C4 


K6175 

Single Dummy Trim 

No Key 



K6176 

Pair Dummy Trim 

No Key 



K6440 

Privacy 

No Key 


35HOL 

K6451 P 

Entrance 

1 E74 

C4 
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SCHLAGE 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

EQUIV. 

K6452P 

Entrance 

1 E74 

C4 

35 HA 

K6454P 

Store Door 

1 E74 (2 Req.) 

C4 

35H_W 

K6456P 

Convalescent 

1 E74 

C4 

35HFW 

K6460P 

Cylinder x Turn Piece 

1 E74 

C4 

35H_P 

K6462P 

Double Cylinder 

1 E74 (2 Req.) 

C4 

35H_T 

K6463P 

Classroom 

1 E74 

C4 


K6464P 

Cylinder x Blank 

1 E74 

C4 

35HS 

K6465P 

Closet 

1 E74 

C4 


K6466P 

Storeroom 

1 E74 (2 Req.) 

C4 

35H_C 

K6473P 

Dormitory 

1 E74 

C4 

35H_B 

K6484P 

Hotel 

No Adaptation Available 


35H_H 

K6485P 

Hotel 

No Adaptation Available 



L9010 

Passage Lock 

No Key 


34HN 

L9040 

Privacy Lock 

No Key 



L9050 

Office Lock 

1 E74xB39256 

C265 


L9060 

Apartment Entrance 

1 E74 (Outside) 

1 E74xB39256 (Inside) 

C4 

C265 

34H_G 

L9070 

Classroom Lock 

1 E74xB39256 

C265 

34HJ 

L9080 

Storeroom Lock 

1 E74xB39256 

C265 

34HEW 

L9080EL 

Storeroom Lock 

1 E74xB39256 

C265 


L9080EU 

Storeroom Lock 

1 E74xB39256 

C265 


L9082 

Institution Lock 

1 E74xB39256 (2 Req.) 

C265 

34H_WW 

L9170 

Single Dummy Trim 

No Key 



L9172 

Pair Dummy Trim 

No Key 



L9175 

Single Dummy Trim 

No Key 



L9176 

Pair Dummy Trim 

No Key 



L9177 

Single Dummy Trim 

No Key 
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SCHLAGE 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

L9178 

Pair Dummy Trim 

No Key 



L9453 

Entrance Lock 

1 E74xB39256 

C265 


L9456 

Dorm/Exit Lock 

1 E74xB39256 

C265 

34HFW 

L9460 

Cylinder x Thumb Turn 

1 E74xB39256 

C265 

34HP 

L9462 

Double Cylinder 

1 E74xB39256 (2 Req.) 

C265 

34HT 

L9463 

Classroom Lock 

1 E74xB39256 

C265 


L9464 

Cylinder x Blank 

1 E74xB39256 

C265 

34HS 

L9465 

Closet Lock 

1 E74xB39256 

C265 


L9466 

Utility Room Lock 

1 E74xB39256 (2 Req.) 

C265 

34HC 

L9473 

Dorm/Bedroom Lock 

1 E74xB39256 

C265 

34HB 

L9485 

Hotel Lock 

1 E7G4xB39256 

C265 

34HHJ 

L9486 

Hotel Lock 

1 E7G4xB39256 

C265 

34HHF 
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SECURITY DOOR CONTROLS 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

701 

Key Switch 

1 E74xA995 

Cl 18 

701 N 

Key Switch 

1 E74xA995 

Cl 18 

702 

Key Switch 

1 E74xA1247 

C127 

905 

Key Switch 

1 E74xA1247 

C127 

5021 

Electric 

1 E74xA1247 

C127 

5031 

Electric 

1 E74xA1247 (2 Req.) 

C127 

5051 

Electric 

1 E74xA1247 

C127 

5151 

Electric D.F.S. 

1 E74xA1247 

C127 

6031 

Electric 

1 E74xA1247 (2 Req.) 

C127 

6051 

Electric Fail-Secure 

1 E74xA1247 

C127 

7502 

Key Switch 

1 E74xA995 

Cl 18 

S7550 

Elec Lock 

1 E74xB39256 

C265 

(Schlage 9080L Mortise Lock) 




215 



SECURITRON 


NUMBER 

ARTICLE 

ADAPT 

CAM 

CODE NO. 

EQUIV. 

MKA 

Switch lock 

1 E74 

C265 
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SIDRO SECURITY PRODUCTS CORP. 


CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

S81 

Cylinder 

1 E74xA14520 

C208 

S82 

Cylinder 

1 E72 


430-EO x S35 

Alarm Panic 

1 E74xA14520 

C208 

430KL 

Alarmed Exit Device 

1 E72 (Outside) 

1 E74xA14520 (Inside) 

C208 

433 

Alarmed Exit Device 

1 E72 (Outside) 

1 E74xA14520 (Inside) 

C208 

433- EO x S36 

Alarm Panic 

1 E74xA14520 

C208 

433KL x S36 

Alarm Panic 

1 E74xA14520 

C208 

520 EO 

Alarmed Exit Device 

1 E74xA14520 

C208 

530EO 

Alarmed Exit Device 

1 E74xA14520 

C208 

530KL 

Alarmed Exit Device 

1 E72 (Outside) 

1 E74xA14520 (Inside) 

C208 

530L 

Alarmed Exit Device 

1 E72 (Outside) optional, as specified 
1 E74xA1 4520 (Inside) C208 

530S 

Alarmed Exit Device 

1 E72 (Outside) optional, as specified 
1 E74xA1 4520 (Inside) C208 

533 

Alarmed Exit Device 

1 E72 (Outside) 

1 E74xA14520 (Inside) 

C208 

F-S1 702xSL02DT Exit Device 

1 ESPL-7-A5994 


SI 805 

Exit Device 

1 ESPL-7-A5994 


F-S1808xSL08 

Exit Device 

1 ESPL-7-A5994 


SI 808 

Exit Device 

1 ESPL-7-A5994 


S1811 

Alarmed Exit Device 

1 ESPL-7-A5994 


F-S1908xSL08 

Exit Device 

1 E74xA14520 

C208 
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SIMPLEX SECURITY SYSTEMS (UNICAN) 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

100 Series 

Push Button Lock 

A10027 


200 Series 

Push Button Lock 

A10027 


1000-2B 

Knob Access Lock w/P.B. 

No Adaptation Available 


1000-4B 

Access Lock w/T.T. 

No Adaptation Available 


3000 Series 

Narrow Stile Doors 

1 E74xA5979 

C181 
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SKILLMAN 


NUMBER 

ARTICLE 

90 

Tubular Night Latch 

99 

Tubular Deadbolt 

650BB 

Rim Lockset 

750BB 

Rim Lockset 

G1530 

Rim Night Latch 

1946 

Rim Cylinder Lock 

6660 

Mortise Deadbolt 

6661 

Mortise Deadbolt 

6663 

Mortise Deadbolt 

6665 

Mortise Deadbolt 

6668 

Mortise Deadbolt 

6671 

Mortise Deadbolt 

6672 

Mortise Deadbolt 

6673 

Mortise Deadbolt 

7700 

Mortise Lock - Heavy Duty 

8800 

Mortise Lock - Standard 


CAM ORDER 

ADAPT CODE NO. 

1 E72 
1 E72 
1 E72 
1 E72 
1 E72 

No Adaptation Available 


1 E74 

C4 

1 E74 

C4 

1 E74 (2 Req.) 

C4 

1 E74 (2 Req.) 

C4 

1 E74 

C4 

1 E74 (2 Req.) 

C4 

1 E74 

C4 

1 E74 

C4 

1 E74 

C4 

1 E74 

C4 


EQUIV. 
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SMITH 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

AH254x47 

Rim Lock Device 

1 E72 
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SUPRA 


NUMBER 

ARTICLE 

ADAPT 

S Series 4 

Key Vault 

1 ESPL-7-B14475 

Old Series 

Key Vault 

No Adaptation Available 

S-5 Series 

Key Vault 

(No Milled Cam Slot) 

1 ESPL-7-B14857 

M-5 Series 

Key Vault 

1 ESPL-7-B14857 


CAM ORDER 
CODE NO. 


EQUIV. 
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TEL KEE 


CAM ORDER 
CODE NO. 


EQUIV. 


NUMBER 

ARTICLE 

ADAPT 

CWC25 & 50 

Key Cabinet 

1 ESPL-7-A2533 

RWC75&125 

Key Cabinet 

1 ESPL-7-A2531 

WC150-450 

Key Cabinet 

1 ESPL-7-A2531 

CWC505 

Key Cabinet 

No Adaptation Available 

500-1200 

Key Cabinet 

No Adaptation Available 


222 



TODCO 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

Unknown 

Old Roll-Up Door (UPS) 

1 ESPL-6-A7223 (6 Pin) 
1 ESPL-7-A7224 (7 Pin) 


Unknown 

STD Garage Door 

1 E72 


69011 

New Roll-Up Door (UPS) 

1 ESPL-6-A10561 (6 Pin 

Only) 

B-70079B 

N. L. Panel Lock 

1 ESPL-6-A10560 (6 Pin 

Only) 
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TRUSCON 





CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

P3500TK 

Mortise Lock 

1 E74 

C4 

P3558TK 

Mortise Lock 

1 E74 

C4 
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VON DUPRIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

22ALK 

Alarm Signal 

1 ESPL-7-A35124 

C4 

22CL 

Exit Device 

1 E72 


22CL-F 

Exit Device 

1 E72 


22DT 

Exit Device 

No Key 


22 EO 

Exit Device 

No Key 


22NL 

Exit Device 

1 E72 


22NL-F 

Exit Device 

1 E72 


22NL/OP 

Exit Device 

1 E72 


22TP 

Exit Device 

1 ESPL-7-A35124 

C4 

22TP-F 

Exit Device 

1 ESPL-7-A35124 

C4 

22X 

Exit Device 

1 ESPL-7-A35124 

C4 

22Y 

Exit Device 

1 ESPL-7-A35124 

C4 

22 3/4 

Exit Device 

1 ESPL-7-A35124 

C4 

22 3/4 B2 

Exit Device 

1 ESPL-7-A35124 

C4 

22 3/4 X 

Exit Device 

1 ESPL-7-A35124 

C4 

23B2 

Exit Device 

1 E72 


LR23B2 

Exit Device 

No Key 


NL23B2 

Exit Device 

1 E72 


NL23B2NS 

Exit Device 

1 E72 


23U 

Exit Device 

1 E72 


23VA 

Exit Device 

1 E72 


FNL23VA 

Exit Device 

* 1 ESPL-7-A7537 or A4296 


23X 

Exit Device 

1 E72 


23X x 5600 

Exit Device 

1 E72 


FNL23X 

Exit Device 

* 1 ESPL-7-A7537 or A4296 



*A7537 has .812 center to center mounting by .050 above center line of cylinder. 
A4296 has .874 center to center mounting located on center line of cylinder. 
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VON DUPRIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

LR23X 

Exit Device 

No Key 


NL23X 

Exit Device 

1 E72 


23Y 

Exit Device 

1 E72 


FNL23Y 

Exit Device 

1 ESPL-7-A7537 or A4296 


LR23Y 

Exit Device 

1 E72 


NL23Y 

Exit Device 

1 E72 


24 

Exit Device 

1 ESPL-7-A35124 

C4 

24B2 

Exit Device 

1 ESPL-7-A35124 

C4 

NL24B2 

Exit Device 

1 ESPL-7-A35124 

C4 

24S 

Exit Device 

1 ESPL-7-A35124 

C4 

NL24 

Exit Device 

1 ESPL-7-A35124 

C4 

NL24S 

Exit Device 

1 ESPL-7-A35124 

C4 

24U 

Exit Device 

1 ESPL-7-A35124 

C4 

NL24U 

Exit Device 

1 ESPL-7-A35124 

C4 

24X 

Exit Device 

1 ESPL-7-A35124 

C4 

NL24X 

Exit Device 

1 ESPL-7-A35124 

C4 

24Y 

Exit Device 

1 ESPL-7-A35124 

C4 

NL24Y 

Exit Device 

1 ESPL-7-A35124 

C4 

24 3/4 

Exit Device 

1 ESPL-7-A35124 

C4 

24 3/4 B2 

Exit Device 

1 ESPL-7-A35124 

C4 

24 3/4 X 

Exit Device 

1 ESPL-7-A35124 

C4 

25 

Exit Device 

1 ESPL-7-A351 24(2 Req) 

C4 

25Y 

Exit Device 

1 ESPL-7-A351 24(2 Req) 

C4 

27B2 

Exit Device 

No Key 


27B2NS 

Exit Device 

No Key 



*A7537 has .812 center to center mounting by .050 above center line of cylinder. 
A4296 has .874 center to center mounting located on center line of cylinder. 
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VON DUPRIN 



CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

27B2NSDT 

Exit Device 

No Key 


27B2TL 

Exit Device 

1 ESPL-7-A35124 

C4 

27B2WL 

Exit Device 

1 E72 


LR27B2 

Exit Device 

No Key 


27NC 

Exit Device 

No Key 


27NCDT 

Exit Device 

No Key 


27NCTL 

Exit Device 

1 ESPL-7-A35124 
x A836 Hex Nut 

C4 

27S 

Exit Device 

No Key 


27STL 

Exit Device 

1 ESPL-7-A35124 

C4 

27SWL 

Exit Device 

1 E72 


LR27S 

Exit Device 

No Key 


27U 

Exit Device 

No Key 


27UWL 

Exit Device 

1 E72 


27WDC 

Exit Device 

No Key 


27WDC-DT 

Exit Device 

No Key 


27WDC-NL 

Exit Device 

1 E72 


27WDC-TL 

Exit Device 

1 ESPL-7-A35124 

C4 

27X 

Exit Device 

No Key 


27XTL 

Exit Device 

1 ESPL-7-A35124 

C4 

27XWL 

Exit Device 

1 E72 


LR27X 

Exit Device 

1 E72 


27Y 

Exit Device 

No Key 


27YWL 

Exit Device 

1 E72 


LR27Y 

Exit Device 

No Key 


LR27 3/4 B2 

Exit Device 

1 ESPL-7-A35124 

C4 

LR27 3/4 X 

Exit Device 

1 ESPL-7-A35124 

C4 
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VON DUPRIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

28 

Lock 

1 ESPL-7-A35124(2 Req) 

C4 

28Y 

Exit Device 

1 ESPL-7-A35124(2 Req) 

C4 

30B2 

Exit Device 

No Key 


30B2DT 

Exit Device 

No Key 


30S 

Exit Device 

No Key 


30SDT 

Exit Device 

No Key 


30U 

Exit Device 

No Key 


30UDT 

Exit Device 

No Key 


30X 

Exit Device 

No Key 


30XDT 

Exit Device 

No Key 


30 3/4 2 

Exit Device 

No Key 


30 3/4 B2 

Exit Device 

No Key 


30 3/4 X 

Exit Device 

No Key 


33DT 

Exit Device 

No Key 


33 EO 

Exit Device 

No Key 


33L 

Exit Device 

1 ESPL-7-A35124 

C4 

33NL 

Exit Device 

1 E72-R708 


33NL-OP 

Exit Device 

1 E72-R708 


33NL-TP 

Exit Device 

1 E72-R708 


33TP 

Exit Device 

1 E72 


CD33 

Cylinder Dogging 

1 ESPL-7-A35124 

C4 

34EO 

Mortise Lock 

No Key 


34K 

Mortise Lock 

1 ESPL-7-A35124 

C4 

34NC-EO 

Exit Device 

No Key 



**Note: All CD33 (Cyl. Dogging Inside) Series devices require a 1 ESPL-7-A35124 Mortise Cylinder with the C4 
Cam inverted, in addition to any cylinder or "no key" listed above. Inverting the cam is done at installation. The 
cylinder is assembled normally. 
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VON DUPRIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

34NC-K 

Exit Device 

1 ESPL-7-A35124 

C4 

34NC-NL 

Exit Device 

1 ESPL-7-A35124 

C4 

34NC-TP 

Exit Device 

1 ESPL-7-A35124 

C4 

34NL 

Mortise Lock 

1 ESPL-7-A35124 

C4 

34TP 

Mortise Lock 

1 ESPL-7-A35124 

C4 

E34 

Electric Lock 

1 ESPL-7-A35124 

C4 

35A 

Exit Device 

1 E72 (O/S) 

1 ESPL-7-A35124 (I/S) 

C4 

K35A 

Exit Device 

1 E72 (O/S) 

1 ESPL-7-A35124 (I/S) 

C4 

36A 

Exit Device 

1 E72 


K36A 

Exit Device 

1 E72 


NL36A 

Exit Device 

1 E72 


37NC 

Exit Device 

No Key 


38A-DT 

Exit Device 

No Key 


44 DT 

Exit Device 

No Key 


44EO 

Exit Device 

No Key 


44 K 

Exit Device 

1 E72 


44 L 

Device w/373 Control 

1 ESPL-7-A35124 

C4 

44NL 

Exit Device 

1 E72 


44TP 

Exit Device 

1 E72 


45A2 

Exit Device 

1 E72 (2 Req.) 


K45A2 

Exit Device 

1 E72 (2 Req.) 


46A2 

Exit Device 

1 E72 


K46A2 

Exit Device 

1 ESPL-7-A35124 

C4 

48A2 

Exit Device 

No Key 


FNL50 

Control 

1 ESPL-7-A7537 or A4296 



*A7537 has .812 center to center mounting by .050 above center line of cylinder. A4296 has .874 center to center 
mounting located on center line of cylinder. 
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VON DUPRIN 


CAM ORDER 

NUMBER ARTICLE ADAPT CODE NO. EQUIV. 

55DT Exit Device No Key 

55 EO Exit Device No Key 

55NL Exit Device 1 E72 


NL55 

Control 

1 ESPL-7-A35124 

C4 

56 

Exit Device 

1 E72 


58 EO 

Mortise Lock 

No Key 


58K 

Mortise Lock 

1 ESPL-7-A35124 

C4 

58K-2 

Mortise Lock 

1 ESPL-7-A35124(0/S) 
1 E72 (I/S) 

C4 

58NL 

Mortise Lock 

1 ESPL-7-A35124 

C4 

58TP 

Mortise Lock 

1 ESPL-7-A35124 

C4 

66DT 

Exit Device 

No Key 


66 EO 

Exit Device 

No Key 


66NL 

Exit Device 

1 E72 


66TP 

Exit Device 

1 E72 


66TP-2 

Exit Device 

1 E72 (O/S) 

1 ESPL-7-A35124 (I/S) 

C4 

72U 

Exit Device 

No Key 


77DT 

Exit Device 

No Key 


77 EO 

Exit Device 

No Key 


77K 

Exit Device 

1 E72 


77K-2 

Exit Device 

1 E72 (O/S) 

1 ESPL-7-A35124 (I/S) 

C4 

77NL 

Exit Device 

1 E72 


77TP 

Exit Device 

1 E72 


77TP-2 

Exit Device 

1 E72 (O/S) 

1 ESPL-7-A35124 (I/S) 

C4 

88DT 

Exit Device 

No Key 


88 EO 

Exit Device 

No Key 
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VON DUPRIN 


CAM ORDER 
CODE NO. 


EQUIV. 


NUMBER ARTICLE ADAPT 


88EO-EG Exit Device 1 E72 

88EO-F Exit Device No Key 


88F-63L 

Exit Device 

1 ESPL-7-A35124 

C4 

88K 

Exit Device 

1 E72 


88K-2 

Exit Device 

1 E72 (O/S) 

1 ESPL-7-A35124 (I/S) 

C4 

88K-F 

Exit Device 

1 E72 


88L 

Exit Device 

1 ESPL-7-A35124 

C4 

88L-F 

Exit Device 

1 ESPL-7-A35124 

C4 

88NL 

Exit Device 

1 E72 


88NL x 2590KR 

Exit Device 

1 E72 


88NL-EG 

Exit Device 

1 E72 (2 Req.) 


88NL-F 

Exit Device 

1 E72 


88NL-HB 

Exit Device 

1 E72 


88TP 

Exit Device 

1 E72 


88TP-2 

Exit Device 

1 E72 (O/S) 

1 ESPL-7-A35124 (I/S) 

C4 

88TP-F 

Exit Device 

1 E72 


88TP-KD 

Exit Device 

1 E72 


DL88DT 

Exit Device 

No Key 


DL88EO 

Exit Device 

No Key 


DL88K 

Exit Device 

1 E72 


DL88L 

Exit Device 

1 ESPL-7-A35124 

C4 

DL88NL 

Exit Device 

1 E72 


DL88TP 

Exit Device 

1 E72 


E88K 

Exit Device 

1 E72 


E88K-F 

Exit Device 

1 E72 


E88TP 

Exit Device 

1 E72 
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VON DUPRIN 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

E88TP-F 

Exit Device 

1 E72 


E-DL88K 

Exit Device 

1 E72 


E-DL88TP 

Exit Device 

1 E72 


96A 

Exit Device 

1 E72 


NL96A 

Exit Device 

1 E72 


98A 

Exit Device 

No Key 


98ADT 

Exit Device 

No Key 


99ALK 

Alarm Device 

1 ESPL-7-A35124 

C4 Inverted 

CD 99-33 INV 

Exit Device 

1 ESPL-7-A35124 

C4 Inverted 

CD99TP 990TP-R Exit Device 

1 ESPL-7-A35124 

C4 

99K-F 

Exit Device 

1 E72 


99L 

Exit Device 

1 E72 


99L-2 

Exit Device 

1 E72 (2 Req.) 


99L-F 

Exit Device 

1 E72 


99L-F-2 

Exit Device 

1 E72 (2 Req.) 


99NL 

Exit Device 

1 E72 


99NL-F 

Exit Device 

1 E72 


SS99 

Signal Switch Exit 

1 ESPL-7-A35124 

C4 

SS99EO 

Signal Switch 

1 ESPL-7-A35124 

C4 

SS99NL-F 

Exit Device 

1 E72 (O/S) 

1 ESPL-7-A35124 (I/S) 

C4 

99NL-OP 

Exit Device 

1 E72 


99TP 

Exit Device 

1 E72 


99TP-2 

Exit Device 

1 E72 (2 Req.) 


99TP-F 

Exit Device 

1 E72 


99TP-F-2 

Exit Device 

1 E72 (2 Req.) 


370 

Control 

1 ESPL-7-A35124 

C4 


EQUIV. 
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VON DUPRIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

371 

Control 

1 ESPL-7-A35124 

C4 

372 

Control 

1 ESPL-7-A35124 

C4 

373 

Control 

1 ESPL-7-A35124 

C4 

375 

Control 

1 ESPL-7-A35124 

C4 

376 

Control 

1 ESPL-7-A35124 

C4 

377 

Control 

1 ESPL-7-A35124 

C4 

378 

Control 

1 ESPL-7-A35124 

C4 

MS534 

Magnetic Switch 

No Key 


810 

Exit Device 

No Key 


810H 

Exit Device 

1 E72 


810K 

Exit Device 

1 E72 


820 

Exit Device 

No Key 


820H 

Exit Device 

1 ESPL-7-A35124 

C4 

820K 

Exit Device 

1 ESPL-7-A35124 

C4 

821 

Exit Device 

No Key 


821 K 

Exit Device 

1 E72 


822 

Exit Device 

No Key 


822A 

Exit Device 

No Key 


822H 

Exit Device 

1 ESPL-7-A35124 

C4 

822K 

Exit Device 

1 ESPL-7-A35124 

C4 

822N 

Exit Device 

1 E72 


880DT 

Exit Device 

No Key 


880E0 

Exit Device 

No Key 


880K 

Exit Device 

1 E72 


880K-2 

Exit Device 

1 E72 (O/S) 

1 ESPL-7-A35124 (I/S) 

C4 

880KR-R 

Exit Device 

1 E72 
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VON DUPRIN 



CAM ORDER 

NUMBER 

ARTICLE 

ADAPT 

CODE NO. EQUIV. 

E880K 

Exit Device 

1 E72 


E880TP 

Exit Device 

1 E72 


880NL 

Exit Device 

1 E72 


880TP 

Exit Device 

1 E72 


880TP-2 

Exit Device 

1 E72 (O/S) 

1 ESPL-7-A35124 (I/S) 

C4 

SS901 

Signal Switch 

1 ESPL-7-A35124 

C4 

3215 

Mortise Cylinder 

1 ESPL-7-A35124 

C4 

3216 

Rim Cylinder 

1 E72 


3218 

Dummy Cylinder 

1 E04 


3327DT 

Exit Device 

No Key 


3327EO 

Exit Device 

No Key 


3327L 

Exit Device 

1 ESPL-7-A35124 

C4 

3327NL-OP 

Exit Device 

1 E72 


3327NL-TP 

Exit Device 

1 E72 


3327TL 

Mortise 

1 ESPL-7-A35124 

C4 

3337EO 

Exit Device 

No Key 


3337L 

Exit Device 

1 ESPL-7-A35124 

C4 

3337NL-TP 

Exit Device 

1 E72 


3337TL 

Exit Device 

1 ESPL-7-A35124 

C4 

3339L 

Exit Device 

1 ESPL-7-A35124 

C4 

3339TL 

Exit Device 

1 ESPL-7-A35124 

C4 

3347 W/370T 

Exit Device 

1 ESPL-7-A35124 

C4 

3347 W/NL55 

Exit Device 

1 ESPL-7-A35124 

C4 

3347DT 

Exit Device 

No Key 


3347EO 

Exit Device 

No Key 


3347L 

Exit Device 

1 ESPL-7-A35124 

C4 
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VON DUPRIN 


ARTICLE 


ADAPT 


CAM ORDER 
CODE NO. 


EQUIV. 


NUMBER 


3347NL-TP Exit Device 1 E72 


3347TL 

Exit Device 

1 ESPL-7-A35124 

C4 

CD3347NL-TP 

Exit Device 
W/Cylinder Dogging 

1 E72 Outside 
1 ESPL-7-A35124 (I/S) C4 


3349TL 

Exit Device 

1 ESPL-7-A35124 

C4 

4427 

Exit Device 

No Key 


4427TL 

Exit Device 

1 ESPL-4-A35124 

C4 

4427WL 

Exit Device 

1 E72 


4458 DT 

Exit Device 

No Key 


4458EO 

Exit Device 

No Key 


4458K 

Exit Device 

1 ESPL-7-A35124 

C4 

4458K-2 

Exit Device 

1 ESPL-7-A35124 (O/S) 
1 E72 Inside 

C4 

4458NL 

Exit Device 

1 ESPL-7-A35124 

C4 

4458TP 

Exit Device 

1 ESPL-7-35124 

C4 

4458TP-2 

Exit Device 

1 ESPL-7-A35124 (O/S) 
1 E72 Inside 

C4 

4475K 

Mortise 

1 ESPL-7-A35124 

C4 

4475NL 

Mortise 

1 ESPL-7-A35124 

C4 

4475TP 

Mortise 

1 ESPL-7-A35124 

C4 

5027 

Exit Device 

No Key 


5027WL 

Exit Device 

1 E72 


5029TL 

Exit Device 

1 ESPL-7-A35124 

C4 

5034DT 

Exit Device 

No Key 


5034EO 

Exit Device 

No Key 


5034K 

Exit Device 

1 ESPL-7-A35124 

C4 

5034NL 

Exit Device 

1 ESPL-7-A35124 

C4 

5034TP 

Exit Device 

1 ESPL-7-A35124 

C4 
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VON DUPRIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

5200 

Key Switch 

1 ESPL-7-A35124 

C4 Cam Inverted 

5527 

Exit Device 

No Key 


5527DT 

Exit Device 

No Key 


5527NL 

Exit Device 

1 E72 


5527TL 

Exit Device 

1 ESPL-7-A35124 

C4 

5527WDC x NL73 Exit Device 

1 ESPL-7-A35124 

C4 

BR5527NL 

Exit Device 

1 E72 


BR5527TL 

Exit Device 

1 ESPL-7-A35124 

C4 

BR5527WDC-NL Exit Device 

1 E72 


BR5527WDC-TL 

Exit Device 

1 ESPL-7-A35124 

C4 

5529TL 

Exit Device 

1 ESPL-7-A35124 

C4 

BR5529WDC-TL 

Exit Device 

1 ESPL-7-A35124 

C4 

5534EO 

Exit Device 

No Key 


5534K 

Exit Device 

1 ESPL-7-A35124 

C4 

5534NL 

Exit Device 

1 ESPL-7-A35124 

C4 

5534TP 

Exit Device 

1 ESPL-7-A35124 

C4 

5537 

Exit Device 

No Key 


5537 x 371 L 

Exit Device 

1 ESPL-7-A35124 

C4 

5537 x EO 

Exit Device 

No Key 


5537L 

Exit Device 

1 ESPL-7-A35124 

C4 

5537TL 

Mortise 

1 ESPL-7-A35124 

C4 

5537TP 

Exit Device 

No Key 


5539L 

Exit Device 

1 ESPL-7-A35124 

C4 

5539L x 63L 

Exit Device 

1 ESPL-7-A35124 

C4 

5539TL 

Exit Device 

1 ESPL-7-A35124 

C4 

5547L-F 

Exit Device 

1 ESPL-7-A35124 

C4 

5547NL 

Concealed Vertical Exit 

1 E72 
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VON DUPRIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

5547TL 

Exit Device 

1 ESPL-7-A35124 

C4 

5547WDC-TL 

Exit Device 

1 ESPL-7-A35124 

C4 

5575K-F 

Exit Device 

1 ESPL-7-A35124 

C4 

5575NL-F 

Exit Device 

1 ESPL-7-A35124 

C4 

5575TP-F 

Exit Device 

1 ESPL-7-A35124 

C4 

6621 

Exit Device 

1 E72 


6621 NL 

Exit Device 

1 E72 


6624 

Exit Device 

1 ESPL-7-A35124 

C4 

6624NL 

Exit Device 

1 ESPL-7-A35124 

C4 

6627 

Exit Device 

No Key 


6627TL 

Exit Device 

1 ESPL-7-A35124 

C4 

6627WL 

Exit Device 

1 E72 


6630 

Exit Device 

No Key 


6630DT 

Exit Device 

No Key 


6634EO 

Exit Device 

No Key 


6634K 

Exit Device 

1 ESPL-7-A35124 

C4 

6634NL 

Exit Device 

1 ESPL-7-A35124 

C4 

6634TP 

Exit Device 

1 ESPL-7-A35124 

C4 

6637 

Exit Device 

No Key 


6639L 

Exit Device 

1 ESPL-7-A35124 

C4 

6639TL 

Exit Device 

1 ESPL-7-A35124 

C4 

6658DT 

Exit Device 

No Key 


6658EO 

Exit Device 

No Key 


6658K 

Exit Device 

1 ESPL-7-A35124 

C4 

6658NL 

Exit Device 

1 ESPL-7-A35124 

C4 

6658TP 

Exit Device 

1 ESPL-7-A35124 

C4 

7721 

Exit Device 

1 E72 
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VON DUPRIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

7721 NL 

Exit Device 

1 E72 


7723 

Exit Device 

1 E72 


7723NL 

Exit Device 

1 E72 


7727 

Exit Device 

No Key 


7727TL 

Exit Device 

1 ESPL-7-A35124 

C4 

7727WL 

Exit Device 

1 E72 


7734EO 

Exit Device 

No Key 


7734K 

Exit Device 

1 ESPL-7-A35124 

C4 

7734NL 

Exit Device 

1 ESPL-7-A35124 

C4 

7734TP 

Exit Device 

1 ESPL-7-A35124 

C4 

7737 

Exit Device 

No Key 


7739L 

Exit Device 

1 ESPL-7-A35124 

C4 

7739TL 

Exit Device 

1 ESPL-7-A35124 

C4 

7758DT 

Exit Device 

No Key 


7758 EO 

Exit Device 

No Key 


7758K 

Exit Device 

1 ESPL-7-A35124 

C4 

7758NL 

Exit Device 

1 ESPL-7-A35124 

C4 

7758TP 

Exit Device 

1 ESPL-7-A35124 

C4 

8527 

Exit Device 

No Key 


8527DT 

Exit Device 

No Key 


8527NL 

Exit Device 

1 E72 


8527TL 

Exit Device 

1 ESPL-7-A35124 

C4 

BR8527NL 

Exit Device 

1 E72 


BR8527TL 

Exit Device 

1 ESPL-7-A35124 

C4 

BR8527WDC 

Exit Device 

No Key 


BR8527WDC-NL Exit Device 

1 E72 


BR8527WDC-TL 

Exit Device 

1 ESPL-7-A35124 

C4 
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VON DUPRIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

CD8527 

Dog Device 

1 E72 


CD8527DT 

Dog Device 

1 E72 


CD8527TL 

Dog Device 

1 ESPL-7-A35124 (O/S) 
1 E72 Inside 

C4 

8529TL 

Exit Device 

1 ESPL-7-A35124 

C4 

BR8529WDC-TL 

Exit Device 

1 ESPL-7-A35124 

C4 

8813 

Exit Device 

1 E72 


8813L 

Exit Device 

1 ESPL-7-A35124 

C4 

8817 

Exit Device 

No Key 


881 7TL 

Exit Device 

1 ESPL-7-A35124 

C4 

881 7TP 

Exit Device 

1 E72 


881 9TL 

Exit Device 

1 ESPL-7-A35124 

C4 

8822 

Exit Device 

1 ESPL-7-A35124 

C4 

8822 3/4 

Exit Device 

1 ESPL-7-A35124 

C4 

8823 

Exit Device 

1 E72 


8823L 

Exit Device 

1 ESPL-7-A35124 

C4 

8823NL 

Exit Device 

1 E72 


8823NS-NL 

Exit Device 

1 E72 


BE8823 

Exit Device 

No Key 


8824 

Exit Device 

1 ESPL-7-A35124 

C4 

8824NL 

Exit Device 

1 ESPL-7-A35124 

C4 

8824 3/4 

Exit Device 

1 ESPL-7-A35124 

C4 

8827 

Exit Device 

No Key 


8827K 

Exit Device 

1 E72 


8827-KD 

Exit Device 

No Key 


8827L 

Panic Device 

1 ESPL-7-A35124 

C4 

8827L-F 

Exit Device 

1 ESPL-7-A35124 

C4 
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VON DUPRIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

8827NS 

Exit Device 

No Key 


8827NS-DT 

Exit Device 

No Key 


8827TL 

Exit Device 

1 ESPL-7-A35124 

C4 

8827TP 

Exit Device 

1 E72 


8827TP-NL 

Exit Device 

1 E72 


8827WL 

Exit Device 

1 E72 


PL8827 

Exit Device 

No Key 


8830 

Exit Device 

No Key 


8830DT 

Exit Device 

No Key 


8830 3/4 

Exit Device 

No Key 


8834EO 

Exit Device 

No Key 


8834K 

Exit Device 

1 ESPL-7-A35124 

C4 

8834NL 

Exit Device 

1 ESPL-7-A35124 

C4 

8834TP 

Exit Device 

1 ESPL-7-A35124 

C4 

8837 

Exit Device 

No Key 


8837 x 371 L 

Exit Device 

1 ESPL-7-A35124 

C4 

8837L 

Exit Device 

1 ESPL-7-A35124 

C4 

8837TL 

Exit Device 

1 ESPL-7-A35124 

C4 

8839L 

Exit Device 

1 ESPL-7-A35124 

C4 

8839L x 61 

Lever Device 

1 ESPL-7-A35124 

C4 

8839TL 

Device Control 

1 ESPL-7-A35124 

C4 

8847EO-F 

Panic Device 

No Key 


8847L-F 

Exit Device 

1 ESPL-7-A35124 

C4 

8847TL-F 

Panic Device 

1 ESPL-7-A35124 

C4 

8858 EO 

Exit Device 

No Key 


8858EO-EG 

Exit Device 

1 E72 


8858K 

Exit Device 

1 ESPL-7-A35124 

C4 
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VON DUPRIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

8858K-2 

Exit Device 

1 ESPL-7-A35124 (O/S) 
1 E72 Inside 

C4 

8858L 

Exit Device 

1 ESPL-7-A35124 

C4 

8858NL 

Exit Device 

1 ESPL-7-A35124 

C4 

8858NL-EG 

Exit Device 

1 ESPL-7-A35124 (O/S) 
1 E72 Inside 

C4 

8858TP 

Exit Device 

1 ESPL-7-A35124 

C4 

8858TP-2 

Exit Device 

1 ESPL-7-A35124 (O/S) 
1 E72 Inside 

C4 

E8858K 

Exit Device 

1 ESPL-7-A35124 

C4 

E8858TP 

Exit Device 

1 ESPL-7-A35124 

C4 

8875K-F 

Exit Device 

1 ESPL-7-A35124 

C4 

8875L-F 

Exit Device 

1 ESPL-7-A35124 

C4 

8875NL-F 

Exit Device 

1 ESPL-7-A35124 

C4 

8875TP-F 

Exit Device 

1 ESPL-7-A35124 

C4 

98XX Series 

Exit Device 

Cylinders same as 99XX Series 

CX98XX & 99XX 

Delayed Exit Alarm 

1 ESPL-7-A35124 

C4 

9875L 

Exit Device 

1 ESPL-7-A35124 

C4 

9917 

Exit Device 

No Key 


991 7K 

Exit Device 

1 E72 


991 7L 

Exit Device 

1 E72 


991 7TL 

Exit Device 

1 ESPL-7-A35124 

C4 

991 7TP 

Exit Device 

1 E72 


9927 

Exit Device 

No Key 


9927K 

Exit Device 

1 E72 


9927L 

Exit Device 

1 E72 


9927NL 

Exit Device 

1 E72 



Note: All CX98-CX99 (Chexit) delayed exit alarms require the 1 ESPL-7-A35124 shallow groove cylinder with a 
C4 cam. 
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VON DUPRIN 


NUMBER ARTICLE 


CAM ORDER 

ADAPT CODE NO. EQUIV. 


F-L9927NL-F Electric Exit 
9927TL Exit Device 

9927TP Exit Device 

9927TP-F Exit Device 

9947K-Fx991 K-V Panic Device 
9947L-F Exit Device 

9947L-Fx20L Exit Device 

9947TL Exit Device 

9947TL-NL Exit Device 

9947TP-F Exit Device 

9958 Exit Device 

9975 Exit Device 

9975K Exit Device 

9975K-F Exit Device 

9975L Exit Device 

9975L-F Exit Device 

9975NL Exit Device 

9975NL-F Exit Device 

9975TP Exit Device 

9975TP-F Exit Device 

88023 Exit Device 

88023 x 880L-U Exit Device 
88023NL Exit Device 

88027 Exit Device 

88027TP Exit Device 

88027TP-NL Exit Device 


1 ESPL-7-A35124 C4 

1 ESPL-7-A35124 C4 

1 E72 
1 E72 
1 E72 
1 E72 
1 E72 


1 ESPL-7-A35124 C4 

1 ESPL-7-A35124 C4 

1 E72 

1 ESPL-7-A35124 C4 

1 ESPL-7-A35124 C4 

1 ESPL-7-A35124 C4 

1 ESPL-7-A35124 C4 

1 ESPL-7-A35124 C4 

1 ESPL-7-A35124 C4 

1 ESPL-7-A35124 C4 

1 ESPL-7-A35124 C4 

1 ESPL-7-A35124 C4 

1 ESPL-7-A35124 C4 


1 E72 
1 E72 
1 E72 
No Key 
1 E72 
1 E72 
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VON DUPRIN 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

88058DT 

Exit Device 

No Key 


88058EO 

Exit Device 

No Key 


88058K 

Exit Device 

1 ESPL-7-A35124 

C4 

88058K-2 

Exit Device 

1 ESPL-7-A35124 (O/S) 
1 E72 Inside 

C4 

88058NL 

Exit Device 

1 ESPL-7-A35124 

C4 

88058TP 

Exit Device 

1 ESPL-7-A35124 

C4 

88058TP-2 

Exit Device 

1 ESPL-7-A35124 (O/S) 
1 E72 Inside 

C4 

E88058K 

Exit Device 

1 ESPL-7-A35124 

C4 

E88058TP 

Exit Device 

1 ESPL-7-A35124 

C4 
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WELCH 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

29 

Mortise Lock 

1 E74xA4387 

Cl 62 

2950 

Mortise Lock 

1 E74xA4387 

Cl 62 

2951 

Mortise Lock 

1 E74xA4387 

Cl 62 

30 

Mortise Lock 

1 E74xA4387 

Cl 62 

3050 

Mortise Lock 

1 E74xA4387 

Cl 62 

3051 

Mortise Lock 

1 E74xA4387 

Cl 62 

31 

Mortise Lock 

1 E74xA4387 

Cl 62 

3150 

Mortise Lock 

1 E74xA4387 

Cl 62 

3151 

Mortise Lock 

1 E74xA4387 

Cl 62 

35 

Mortise Lock 

1 E74xA40088 

C234 

3550 

Mortise Lock 

1 E74xA40088 

C234 

3551 

Mortise Lock 

1 E74xA40088 

C234 

36 

Mortise Lock 

1 E74xA40088 

C234 

3650 

Mortise Lock 

1 E74 

C4 

3651 

Mortise Lock 

1 E74 

C4 

37 

Mortise Lock 

1 E74xA40088 

C234 

3750 

Mortise Lock 

1 E74xA40088 

C234 

3751 

Mortise Lock 

1 E74xA40088 

C234 

71T 

Mortise Deadlock 

1 E74 

C4 

71 TO 

Mortise Deadlock 

1 E74 

C4 

71T1 

Mortise Deadlock 

1 E74 

C4 

72 

Mortise Deadlock 

1 E74xA533 

Cl 03 

72 1/2 

Mortise Deadlock 

1 E74xA533 

Cl 03 

72ST 

Mortise Deadlock 

1 E74xA533 

Cl 03 

72T 

Mortise Deadlock 

1 E74xA533 

Cl 03 

73 

Mortise Deadlock 

1 E74 

C4 

76 

Mortise Deadlock 

1 E74xA4387 

Cl 62 
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WELCH 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

76T 

Mortise Deadlock 

1 E74xA4387 

Cl 62 

76 1/2 

Mortise Deadlock 

1 E74xA4387 

Cl 62 

110 

Aluminum Door Lock 

1 E74xA1414 (2 Req.) 

Cl 34 

111 

Aluminum Door Lock 

1 E74xA1414 (2 Req.) 

Cl 34 

112 

Aluminum Door Lock 

1 E74xA1414 (2 Req.) 

Cl 34 

113 

Aluminum Door Lock 

1 E74xA1414 (2 Req.) 

Cl 34 

114 

Aluminum Door Lock 

1 E74xA1414 (2 Req.) 

Cl 34 

201 

Cabinet Lock 

1 E74xA40088 

C234 

207 

Swinging Gate Lock 

1 E74 

C4 

207 1/2 

Swinging Gate Lock 

1 E74 (2 Req.) 

C4 

208 

Sliding Gate Latch 

1 E74 

C4 

208 1/2 

Sliding Gate Latch 

1 E74 (2 Req.) 

C4 

210 

Sliding Gate Latch 

1 E74 

C4 

932 

Cylinder 

1 E74xA4387 

Cl 62 

2100 

Sliding Gate Latch 

1 E74 

C4 

2101 

Sliding Gate Latch 

1 E74 

C4 

2700 

Swinging Gate Lock 

1 E74 

C4 

2701 

Swinging Gate Lock 

1 E74 

C4 

2750 

Swinging Gate Lock 

1 E74 (2 Req.) 

C4 

2752 

Swinging Gate Lock 

1 E74 (2 Req.) 

C4 

2800 

Sliding Gate Latch 

1 E74 

C4 

2801 

Sliding Gate Latch 

1 E74 

C4 

2850 

Sliding Gate Lock 

1 E74 (2 Req.) 

C4 

2852 

Sliding Gate Lock 

1 E74 (2 Req.) 

C4 

7300 

Mortise Deadlock 

1 E74 

C4 

7301 

Mortise Deadlock 

1 E74 

C4 

7701 

Mortise Deadlock 

1 E74xA1247 

C127 


EQUIV. 


38HK 


245 



WELCH 


CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

7801 

Mortise Deadlock 

1 E74xA1247 

C127 

38HK 

7802 

Mortise Deadlock 

1 E74xA1247 (2 Req.) 

C127 


9592 

Cylinder 

1 E74xA4387 

Cl 62 
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YALE 


NUMBER 

ARTICLE 

1-C950 

Yale Otis Switch Cylinder 

2 

Rim Deadbolt 

2K 

Rim Deadbolt 

5A 

Panic Device 

5R 

Panic Device 

5AP 

Panic Device 

5RCK 

Panic Device 

5AC 

Panic Device 

5ACK 

Panic Device 

5ACSH 

Panic Device 

5ACP 

Panic Device 

10A 

Panic Device 

10AC 

Panic Device 

10ACxPM500 

Panic Device 

10ACxPM501 

Panic Device 

10ACxPM510 

Panic Device 

10ACxPM51 1 

Panic Device 

10ACxPM800 

Panic Device 

10ACxPM801 

Panic Device 

10ACxPM810 

Panic Device 

10ACxPM81 1 

Panic Device 

10AKxGF5 

Panic Device 

10AKxLF5 

Panic Device 

1 0AP 

Panic Device 

10R 

Panic Device 

10RxGF5 

Panic Device 


CAM ORDER 

ADAPT CODE NO. 

1 ESPL-7-A2136 W/(2) A836 Hex Nuts 
1 E72 
1 E72 
No Key 
No Key 
No Key 

1 ESPL-7-A91 2x91 3 LH 
1 ESPL-7-A91 2x91 4 RH 

1 E72 

1 E72 

1 E72 

1 E72 

No Key 

1 E72 

1 E72 

1 E72 

1 E72 

1 E72 

1 E72 

1 E72 

1 E72 

1 E72 

No Adaptation Available 
No Adaptation Availalbe 
1 E72 
No Key 

No Adaptation Availalbe 


EQUIV. 
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YALE 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

10RxLF5R 

Panic Device 

No Adaptation Available 


IORxIOR 

Panic Device 

1 ESPL-7-A7492 


10RxPM500 

Panic Device 

1 ESPL-7-A7492 


10RxPM500R 

Panic Device 

1 ESPL-7-A7492 


10RxPM510R 

Panic Device 

1 ESPL-7-A7492 


10RxPM800R 

Panic Device 

1 ESPL-7-A7492 


10RxPM810R 

Panic Device 

1 ESPL-7-A7492 


10RK 

Panic Device 

No Adaptation Available 


20A 

Panic Device 

No Adaptation Available 


20AC 

Panic Device 

No Adaptation Available 


21 

Rim Night Latch 

No Adaptation Available 


30x31 

Panic Device 

No Key 


30xBR48 

Panic Device 

1 E74xA1247 

C127 

30xLF45 

Panic Device 

1 E74xA1247 

C127 

30xLF48 

Panic Device 

1 E74xA1247 

C127 

30xPM530 

Panic Device 

1 E74xA1247 

C127 

30xPM831 

Panic Device 

1 E74xA1247 

C127 

36 

Rim Night Latch 

1 E72 


040 

Rim Night Latch 

1 E72 


042 

Rim Dead Latch 

1 E72 


44 

Rim Dead Latch 

1 E72 


44-1/2 

Rim Dead Latch 

1 E72 


44-1/4 

Rim Dead Latch 

1 E72 


047 

Rim Dead Latch 

1 E72 


62 

Dead Latch 

1 E74x1247 

C127 

62-1/4 

Dead Latch 

1 E74xA1247 (2 Req.) 

C127 

66 

Dead Latch 

1 E74xA1247 

C127 
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YALE 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

66-1/4 

Dead Latch 

1 E74xA1247 (2 Req.) 

C127 

72 

Dead Latch 

1 E74xA1247 

C127 

76 

Dead Latch 

1 E74xA1247 

C127 

76-1/4 

Dead Latch 

1 E74xA1247 (2 Req.) 

C127 

77-1/4 

Dead Latch 

1 E74xA1 247-outside 
No Adaptation inside 

C127 

78 

Dead Latch 

1 E74xA1247 

C127 

80 

Rim Spring Latch 

1 E72 


80MK 

Rim Spring Latch 

1 E72 


81 

Rim Spring Latch 

1 E72 


83 

Rim Spring Latch 

1 E72 


83MK 

Rim Spring Latch 

1 E72 


85 

Rim Spring Latch 

1 E72 


91 

Rim Night Latch 

1 ESPL-7-A9307 


112 

Rim Deadlock 

1 E72 Outside Cyl. Only 


1 12F 

Rim Deadlock 

1 E72 Outside Cyl. Only 


112-1/4 

Rim Deadlock 

No Adaptation Available 


112-1/4 F 

Rim Deadlock 

No Adaptation Available 


170 

Tubular 

1 ESPL-7-A912xA913 LH 
1 ESPL-7-A912xA914 RH 


170-1/4 

Tubular 

B5927 Must have 
Old Yale Cylinder 


175 

Tubular 

1 ESPL-7-A912xA913 LH 
1ESPL-7-A912xA914RH 


197 

Jimmy Proof 

1 E72 


197F 

Jimmy Proof 

1 E72 


197-1/4 

Jimmy Proof 

1 E72 Outside 
No Adapt, Inside 


197-1/4 F 

Jimmy Proof 

1 E72 Outside 
No Adapt, Inside 
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YALE 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

EQUIV. 

CA208 

Panic Trim 

1 E74xA1247 

Cl 27 Inverted 


304 

Deadlock 

1 E74xA1247 

C127 


304-1/4 

Deadlock 

1 E74xA1247 (2 Req.) 

C127 


305 

Deadlock 

1 E74xA1247 

C127 


313ST 

Deadlock 

1 E74xB5467 

Cl 79 


314 

Deadlock 

1 E74xB5467 

Cl 79 


314-1/4 

Deadlock 

1 E74xB5467 (2 Req.) 

Cl 79 


314-1/4 ST 

Deadlock 

1 E74xB5467 (2 Req.) 

Cl 79 


315 

Deadlock 

1 E74xB5467 

Cl 79 


316 

Deadlock 

No Adaptation Available 



316-1/4 

Deadlock 

No Adaptation Available 



317 

Deadlock 

No Adaptation Available 



322 

Mortise Deadbolt 

1 E74xA1247 

Cl 27 


322-1/4 

Mortise Deadbolt 

1 E74xA1247 (2 Req.) 

C127 


322-1/2 

Mortise Deadbolt 

1 E74xA1247 

Cl 27 


322-3/4 

Mortise Deadbolt 

1 E74xA1247 (2 Req.) 

C127 


323 

Mortise Deadbolt 

1 E74xA1247 

Cl 27 


323-1/2 

Mortise Deadbolt 

1 E74xA1247 

Cl 27 


323ST 

Classroom Deadbolt 

1 E74xA1247 

C127 

38HR 

324 

Classroom Deadbolt 

1 E74xA1247 

C127 

38H_L 

324-1/4 

Mortise Deadbolt 

1 E74xA1247 (2 Req.) 

C127 

38HM 

324-1/2 

Mortise Deadbolt 

1 E74xA1247 

Cl 27 


324-3/4 

Mortise Deadbolt 

1 E74xA1247 (2 Req.) 

C127 


325 

Mortise Deadbolt 

1 E74xA1247 

Cl 27 


325-1/2 

Mortise Deadbolt 

1 E74xA1247 

Cl 27 


C329 

Small Cylinder 

No Adaptation Available 



336 

Deadlock 

1 E74xA1247 

Cl 27 



250 



YALE 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
EQUIV. 

336-1/4 

Deadlock 

1 E74xA1247 (2 Req.) 

C127 

337 

Deadlock 

1 E74xA1247 

C127 

338 

Deadlock 

1 E74xA1247 

C127 

338-1/4 

Deadlock 

1 E74xA1247 (2 Req.) 

C127 

339 

Deadlock 

1 E74xA1247 

C127 

361 

Garage Lock 

1 E72 


362 

Garage Lock 

1 E72 


363 

Garage Lock 

1 E72 


364 

Garage Lock 

1 E72 


464-1/2 

Deadlock 

1 E74xA9230 

C243 

485 

Deadlatch 

1 E74xA1247 

Cl 27 

733 

Horizontal Mortise 

1 E74xA9230 

C243 

808 

Bit Key 

Cannot Adapt 


SI 032 

Turn Knob Cylinder 

1E7A4 

C4 

SI 052 

Turn Knob Cylinder 

1E7A4 

C4 

1106 

Bicentric Rim 

No Adaptation Available 


1107 

Dummy Cylinder 

None 


1108 

Dummy Cylinder 

1 E02 


1109 

Rim Cylinder 

1 E72 


1117 

Lazy Cam Mortise 

1 E7F4 (Specify Hand) 


1119-1/4 

Hard Use Cylinder 

1 E74xA1247 

C127 

1120 

Small Cylinder 

None 


1122 

Mortise Cyl. Cam #1161 

1 E74xA1247 

Cl 27 

1122E 

Mortise Cylinder 

1 E74xA1414 

Cl 34 

1122H 

Mortise Cyl. for Hotel 

No Adaptation Available 


1123 

Mortise Cyl. Cam #1161 

1 E74xA1247 

Cl 27 

1126 

Bicentric Mortise 

No Adaptation Available 
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NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

1152 

Mortise Cylinder 

1 E74xA1247 

Cl 27 

1152H 

Mortise, for Hotel 

No Adaptation Available 


1152L 

Lazy Mortise Cylinder 

1 ESPL-7-A7492 x Hand 


1160 

Cam 

A15981 

C21 1 

1161 

Cam 

A1247 

C127 

1 161 E 

Cam 

A7605 

C200 

1162 

Mortise for Hotel 

No Adaptation Available 


1162 1/4 

Mortise for Hotel 

No Adaptation Available 


1166 

Mortise for Hotel 

No Adaptation Available 


1170 

Cylinder for Monolock 

No Adaptation Available 


1179 

Rim Cylinder for Hotel 

No Adaptation Available 


1192 

Mortise Cylinder 

No Adaptation Available 


1193 

Rim Cylinder-Removable Core 

1 E72 


1194 

Mortise Cylinder 

1 E74xA1247 

Cl 27 

1194A 

Mortise Cylinder 

1 E74xA1247 

Cl 27 

1195 

Mortise Cylinder 

1 E74xA1247 

Cl 27 

1214 

Mortise Cyl. less Core 

1 E74xA1247 

C127 

1214A 

Mortise Cyl. less Core 

1 E74xA1247 

C127 

1219 

Mortise Cyl. less Core 

1 E74xA1247 

C127 

1500xC0204 

Rim Panic w/Knob & Cyl. 

1 E74xA1247 

C127 

1500-F130 

Panic Device 

1 E74xA1247 

C127 

1500x141 

Exit Device 

1 E74 

Cl 27 Inverted 

151 0x1 41, FI 41, 143 or FI 43 Exit Device 

1 E72xB35104 


1510Dx141 ,F1 41 ,143 or F143 Exit Device 

1 E72xB35104 


1531xF330 

Panic Device 

1 E74xA1247 

C127 

1534 

Panic Device 

1 E74xA1247 

C127 


EQUIV. 
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YALE 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

2000 Old Design Exit Device (Obsolete, 
Series made before 1990.) 

1 E74xA1247 

C127 Inverted 

2000 W/"P" Cam 
Series 

Exit Device (Obsolete, 
made before 1990.) 

1 ESPL-7-A23467 


2000x203 

Panic Device 

1 E72 


2000xCR206 

Panic Device 

1 E72 


2510Dx141 ,F1 41 , 

,143 or FI 43 Panic Device 

1 E72xB35104 


2000x207 

Panic Device 

1 E72 


2000xCA208 

Panic Device 

1 E72 


2000x243 

Panic Device 

1 E72 


2010 Old Design Exit Device (Obsolete, 
Series made before 1990.) 

1 E74xA1247 

Cl 27 Inverted 

2010xCA208 

Panic Device 

1 E72 


2010x243 

Panic Device 

1 E72 


2510x120 

Panic Device 

1 E72 


2510x202 

Panic Device 

1 E74xA1247 

C127 

2510DxF141 

Panic Device 

1 E72xB35102 


2510DxF142 

Panic Device 

No Adaptation Available 


2510DxF143 

Panic Device 

1 E72xB35102 


2510DxLFF192 

Panic Device 

No Key 


2510DxLFF202 

Panic Device 

1 E74xA1247 

Cl 27 

2531xF330 

Panic Device 

1 E74xA1247 

C127 

2532xF343 

Exit Device 

1 E74xA1247 

Cl 27 

2540xCOF204 

Panic w/Knob & Cylinder 

1 E74xA1247 

C127 

2540xF130 

Panic Device 

1 E72 


2540xLFF202 

Panic Device 

1 E74xA1247 

Cl 27 

2540x120 

Panic Device 

1 E72 


2540x202 

Panic Device 

1 E74xA1247 

C127 


EQUIV. 
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NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

2851 

Narrow Stile Deadlock 

1 E74xA5979 

C181 

2852 

Narrow Stile Deadlock 

1 E74xA5979 

C181 

2855 

Narrow Stile Deadlock 

1 E74xA5979 

C181 

2856 

Narrow Stile Deadlock 

1 E74xA5979 

C181 

3176 w/card reader 

1 E74-22 

C208 

3321 B 

Tubular Deadbolt 

No Adaptation ■ 

■ Replace with 82T7M 

3322B 

Tubular Deadbolt 

No Adaptation ■ 

■ Replace with 83T7M 


YALE 1500 AND 2500 SERIES EXIT DEVICE CYLINDERS 

Best currently supplies three different cylinders for the 1500 and 2500 Series Exit Devices.The use of the series 
number alone does not provide sufficient information for determining which cylinder should be used on these Exit 
Devices, the number of Trim being used must also be known as it is the only way of determining which cylinder 
should be used. 


Below we have compiled a list of Best Cylinder Adaptations and the Trim they are used with ON THE OUTSIDE of 
Yale 1 500 and 2500 Series Exit Devices, including 1 500, 1 501 , 1 502, 1510,1511,1 520, 1 521 , 1 522, 1 531 , 1 532, 
1533, 1534, 1540 and 1542: 

1500 and 2500 YALE EXIT DEVICE TRIM BEST CYLINDERS 

120, 121, 122, 123, 124, 130, 131, 1E72 

132, 133 

202, 204, 232, 234, 262, 264, 272, 1 E74xA1 247 Cl 27 

274, 320, 321 , 322, 323, 324, 330, 

331 , 332, 333, 341 , 342, 343, 400, 

402, 404, 462 


1500 and 2500 YALE EXIT DEVICE TRIM 

1 41 , 1 43 Locks made after 1 986 may use a 1 E74 

with inverted Cl 27 Cam. Locks made 
prior to 1987 require B14243. 


161, 162, 163 


No Adaptation Available (special Yale 1 152P 
Mortise Cylinder with Stop Pin & 

Cam Lug Pin) 
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INSIDE TRIM 

Inside cylinder on 1502, 1512, (Special Long Slabbed 

1 51 2D, 1 522D, 1 542 Yale 1 1 57 Mortise Cylinder) 

Inside cylinder on 1501, 1511, Send Sample (Special Long Slabbed 

1 51 1 D, 1 521 D, 1 541 Yale 1 1 57 Mortise Cylinder) 

The use of 1 ER8 Wrench Resistant Cylinder Rings may be advisable to cover trim plate cylinder cut out and 
provide the best security. 
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NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

4000 

Passage 

Not Keyed 


4032 

Knob Deadlatch 

Not Keyed 


4308 

Deadlock 

* 1 E74xA1248 

Cl 28 

4308A 

Deadlock 

1E74xA15981 

C21 1 

4308-1/4 

Deadlock 

* 1 E74xA1248 

Cl 28 

4308- 1/4A 

Deadlock 

1 E74xA15981 (2 Req.) 

C21 1 

4309 

Deadlock 

* 1 E74xA1248 

Cl 28 

4309A 

Deadlock 

1 E74xA15981 

C21 1 

4426-1/4 

Handle Lock 

* 1E74xA1248 (2 Req.) 

Cl 28 

4428 

Handle Lock 

* 1 E74xA1248 

Cl 28 

4432-1/4 

Handle Lock 

* 1E74xA1248 (2 Req.) 

Cl 28 

4472-1/4 

Handle Lock 

* 1E74xA1248 (2 Req.) 

Cl 28 

4482 

Handle Lock 

* 1 E74xA1248 

Cl 28 

4525 

Communicating Lock 

Not Keyed 


4526 

Communicating Lock 

* 1 E74xA1248 

Cl 28 

4526-1/4 

Communicating Lock 

* 1E74xA1248 (2 Req.) 

Cl 28 

4535 

Bathroom Lock 

Not Keyed 


4601 

Passage (F01) 

Not Keyed 


4602 

Privacy (FI 9) 

Not Keyed 


4605 

Storeroom (F07) 

1 E74xA14520 

C208 
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NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

4607 

Entrance (F04) 

1 E74xA14520 

C208 

4608 

Classroom (F05) 

1 E74xA14520 

C208 

4622 

Dormitory (FI 3) 

1E74xA14520 

C208 

*Yale Series Locksets 4000 & 8000 made from 1975 thru 1981 will require a 1 E74xA1248 Adaptation. Yale 
Mortise Locksets prior to 1975 should be adapted with 1 E74xA1247. 

4632 

Hotel 

1 E7G4xA14520 

C208 

4644 

Hotel & Motel Lock 

No Adaptation Available 


4646 

Classroom 

* 1 E74xA1248 

Cl 28 

4646-1/4 

Public Toilet Lock 

* 1E74xA1248 (2 Req.) 

Cl 28 

4648 

Emergency 

* 1 E74xA1248 

Cl 28 

4656 

Office Lock 

* 1 E74xA1248 

Cl 28 

4660 

Storeroom 

* 1 E74xA1248 

Cl 28 

4660A 

Storeroom 

1 E74xA15981 

C21 1 

4660-1/4 

Storeroom 

* 1E74xA1248 (2 Req.) 

Cl 28 

4660- 1/4A 

Storeroom 

1 E74xA15981 (2 Req.) 

C21 1 

4661 

Storeroom 

* 1 E74xA1248 

Cl 28 

4661 A 

Storeroom 

1 E74xA15981 

C21 1 

4662 

Lock 

* 1 E74xA1248 

Cl 28 

4667 

Apartment (FI 2) 

1 E74xA14520 

C208 

4737-1/4 

Entrance Door Lock 

* 1 E74xA1248 (2 Req.) 

Cl 28 34HG 

4738 

Office Door Lock 

* 1 E74xA1248 

Cl 28 

4750 

Entrance Lock 

* 1 E74xA1248 

Cl 28 

4752 

Entrance Lock 

1 E74xA15981 

C21 1 

4790 

Vestibule Lock 

* 1 E74xA1248 

Cl 28 

4791 

Emergency 

* 1 E74xA1248 

Cl 28 

4792 

Classroom 

* 1 E74xA1248 

Cl 28 

4792-1/4 

Public Toilet Lock 

* 1E74xA1248 (2 Req.) 

Cl 28 


Yale Series Locksets 4000 & 8000 made from 1975 thru 1981 will require a 1 E74xA1248 Adaptation. Yale Mortise 
Locksets prior to 1975 should be adapted with 1E74xA1247. 
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CAM ORDER 

NUMBER ARTICLE ADAPT CODE NO. EQUIV. 

CYLINDRICAL LOCKSETS MEDIUM DUTY 


5301 

Passage Latch 

No Key 

62KON 

5301-1/2 

Passage Latch 

No Key 


5302 

Bathroom 

No Key 

62KOL 

5303 

Patio Lock 

No Key 

62KOP 

5304 

Office Door 

No Adaptation Available 

62KAB 

5305 

Storeroom Lock 

No Adaptation Available 

62KD 

5306 

Service Station Lock 

No Adaptation Available 

62KE 

5307 

Exterior Lock 

No Adaptation Available 

62KAB 

5308 

Classroom Lock 

No Adaptation Available 

62KR 

5309 

Exit Latch 

No Key 


5310 

Exit Latch 

No Key 


5311 

Communicating Lock 

No Key 


5312 

All Purpose Lock 

No Adaptation Available 

62KAB 

5313 

Closet Latch 

No Key 


5314 

Storeroom-Closet Latch 

No Adaptation Available 


5315 

Classroom-Closet Latch 

No Adaptation Available 


5316 

Double Cylinder Latch 

No Adaptation Available 


5320 

Hotel & Motel Lock 

No Adaptation Available 


5322 

Dormitory Lock 

No Adaptation Available 


5325 

Privacy Lock 

No Key 


5328 

Exit Latch 

No Key 

62KOY 

5331 

Twin Communicating Lock 

No Key 


5332 

Hotel & Motel Lock 

No Adaptation Available 


5335 

Communicating Lock 

No Adaptation Available 
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ARTICLE 


ADAPT 


CAM ORDER 
CODE NO. 


EQUIV. 


NUMBER 

CYLINDRICAL LOCKSETS HEAVY DUTY 


5400 Series 

Augusta Lever Handle 
Cylindrical 

* Use Equiv. 

9K715D 

5400 Series 

Monroe Lever Handle 
Cylindrical 

* Use Equiv. 

9K714D 

5400 Series 

Pebble Beach Lever 
Handle Cylindrical 

* Use Equiv. 

9K716D 

5401 

Passage Latch 

No Key 

83KON 

5401 -478 A 

Passage Latch 

No Key 

83KON 3/4 

5402 

Privacy Lock 

No Key 

83KOL 

5403 

Patio Lock 

No Key 

83KOP 

5404 

Office Lock 

AK-A2661 

83 KB 

5405 

Storeroom Lock 

No Adaptation Available 

83KD 

5406 

Service Station Lock 

AK-A2661 

83KE 

5407 

Exterior Lock 

AK-A2661 

83KA 

5408 

Classroom Lock 

AK-A2661 

83KR 

5409 

Exit Lock 

No Key 

83KONX 

5410 

Exit Lock 

No Key 

83KOQ 

5411 

Communicating Lock 

No Key 

83KOM 

5412 

All Purpose Lock 

AK-A2661 

83KEA 

5413 

Closet Latch 

No Key 

83KOZ 

5415 

Closet Latch 

AK-A2661 


5417 

Entrance Lock 

AK-A2661 (2 Req.) 

83KC 

5418 

Communicating Lock 

AK-A2661 (2 Req.) 


5419 

Storeroom Lock 

AK-A2661 (2 Req.) 

83KJ3 

5420 

Hotel Lock 

No Adaptation Available 

83KH 


‘Examine door preparation for 9K compatibility. 
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NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. EQUIV. 

5421 

Communicating Lock 

AK-A2661 

83KS 

5422 

Dormitory Lock 

AK-A2661 

83KT 

5423 

Communicating Lock 

AK-A2661 


5424 

Classroom Lock with 
Floldback 

AK-A2661 


5425 

Privacy Lock 

No Key 


5428 

Exit Latch 

No Key 

83KOY 

5429 

Store Door Lock 
with Floldback 

No Adaptation Available 


5430 

Fixed Knob Lock 

No Adaptation Available 

83K_W 

5434 

Double Keyed 

No Adaptation Available 


5500 Series 

Same as 5400 Series 



Note: 5500 Series are Stainless Steel locks which will use the same adaptations as the 5400 Series in 626 
Finish. 


HEAVY DUTY MONO LOCKS 



6100 Series 


No Adaptation Available 


6201 

Passage Lock 

No Key 


6202 

Privacy Lock 

No Key 


6203 

Patio Lock 

No Key 


6204 

Office Lock 

AK-A2661 


6205 

Storeroom Lock 

No Adaptation Available 


6207 

Exterior Lock 

AK-A2661 


6208 

Classroom Lock 

AK-A2661 


6209 

Exit Latch 

No Key 


6210 

Exit Lock 

No Key 


6211 

Communicating Lock 

No Key 
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NUMBER 

ARTICLE 

6217 

Entrance Lock 

6218 

Communicating Lock 

6219 

Storeroom 

6220 

Hotel Lock 

6222 

Dormitory 

6224 

Classroom Holdback 

6225 

Privacy 

6229 

Store Door with Holdback 

6230 

Fixed Knob 

6242 

Asylum Lock 

6243 

Patio Lock 

6244 

Institution 

6245 

Institution Lock with 
Fixed Knob 

6246 

Communicating 

6247 

Deadbolt Exit Lock 

6248 

Deadbolt Entrance Lock 

6249 

Deadbolt Communicating 
Lock 

6250 

Deadbolt Patio Lock 

6251 

Deadbolt Closet Lock 

6252 

Hotel 


CAM ORDER 

ADAPT CODE NO. 

AK-A2661 (2 Req.) 

AK-A2661 (2 Req.) 

AK-A2661 (2 Req.) 

No Adaptation Available 
AK-A2661 

No Adaptation Available 
No Key 

No Adaptation Available 
No Adaptation Available 
AK-A2661 
AK-A2661 
AK-A2661 

No Adaptation Available 

No Key 
No Key 
AK-A2661 
AK-A2661 

AK-A2661 

AK-A2661 

No Adaptation Available 


EQUIV. 
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ARTICLE 


ADAPT 


CAM ORDER 
CODE NO. 


EQUIV. 


NUMBER 


7000 Series 

Exit Device Trims 521, 522, 523, 526, 527, 531, 532, 533, 
540, 541 , 581 , 582, 586, 592, and 593 use 1 E72 Cylinder. 

7000 Series 

Exit Device Trims 551, 552, 556, 561, 562, 563, 570 and 
571 use 1 E74 Cylinder with C208 Cam. 

7000-AU526 

Exit Device 


1 E72 

7010-533 

Exit Device 


1 E72 

7015x533 

Exit Device W/Cyl Dog 


1 E72 Outside 
1 E74xA5979 Inside 

7030T8-563 

Exit Device 


1 E74xA14520 

7100x526CR 

Exit Device 


1 E72 

7100x532 

Exit Device 


1 E72 

7100x533 

Exit Device 


1 E72 

7100x533F 

Exit Device 


1 E72 

7100x535 

Exit Device 


No Key 

7100x535F 

Exit Device 


No Key 

7105x533 

Exit Device W/Cyl Dog 


1 E72 Outside 


1 E74xA5979 Inside 
No Key 
1 E72 
1 E72 
No Key 
1 E72 
1 E72 

1 E74xA14520 

No Key 

No Key 

1 E74xA14520 

1 E74xA14520 

1 E72 O/S 
1 E74 I/S 


71 10Fx520 Exit Device 

71 1 0Fx526 Exit Device 

7120x513 Exit Device 

7120x520 Exit Device 

7120x526 Exit Device 

7130K8Fx522 Exit Device 

7130F-05x551 F Exit Device 

7130x05xAU558 Exit Device 

71 30x05FxAU558F Exit Device 
7130x556 Exit Device 

7200x571 Exit Device 

7205x506 Exit Device 


C181 

C208 


C181 


C208 

C208 

C208 

C181 
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CAM ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

MORTISE CASE LOCKSETS 




8000 

Passage Latch 

No Key 


34HON 

8000-1/2 

Passage Latch 

No Key 



8032 

Knob Latch 

No Key 



8032-1/2 

Knob Latch 

No Key 



8308 

Deadlock 

* 1E74xA1248 

Cl 28 

34HS 

8308A 

Deadlock 

1 E74xA15981 

C21 1 

34HS 

8308-1/4 

Deadlock 

* 1E74xA1248 (2 Req.) 

Cl 28 

34HT 

8308- 1/4A 

Deadlock 

1 E74xA15981 (2 Req.) 

C21 1 

34HT 

8308-1/2 

Deadlock RAB 

* 1 E74xA1248 

Cl 28 


8308-3/4 

Deadlock 

* 1E74xA1248 (2 Req.) 

Cl 28 


8309 

Deadlock 

* 1 E74xA1248 

Cl 28 

34HP 

8309A 

Deadlock 

1 E74xA15981 

C21 1 

34HP 

8309ST 

Deadlock 

* 1 E74xA1248 

Cl 28 


8309-1/2 

Deadlock RAB 

1 E74xA1248 

Cl 28 


8426-1/4 

Entrance Handle 

* 1E74xA1248 (2 Req.) 

Cl 28 


8426-3/4 

Entrance Handle 

* 1E74xA1248 (2 Req.) 

Cl 28 


8428 

Entrance Handle 

* 1 E74xA1248 

Cl 28 


8428-1/2 

Entrance Handle RAB 

* 1 E74xA1248 

Cl 28 


8432-1/4 

Entrance Handle 

* 1E74xA1248 (2 Req.) 

Cl 28 


8432-3/4 

Entrance Handle RAB 

* 1 E74xA1248 (2 Req.) 

Cl 28 


8472-1/4 

Entrance Handle 

* 1E74xA1248 (2 Req.) 

Cl 28 


8472-3/4 

Entrance Handle RAB 

* 1 E74xA1248 (2 Req.) 

Cl 28 


8482 

Entrance Handle 

*1 E74xA1248 

Cl 28 


8482-1/2 

Entrance Handle RAB 

* 1 E74xA1248 

Cl 28 


8525 

Communicating 

No Key 




*Yale Series Locksets 4000 & 8000 made from 1975 thru 1981 will require a 1 E74xA1248 Adaptation. Yale 
Mortise Locksets prior to 1975 should be adapted with 1 E74xA1247. 
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CAME ORDER 


NUMBER 

ARTICLE 

ADAPT 

CODE NO. 

EQUIV. 

8525-1/2 

Communicating RAB 

No Key 



8526 

Communicating 

* 1 E74xA1248 

Cl 28 


8526-1/4 

Communicating 

* 1E74xA1248 (2 Req.) 

Cl 28 


8526-1/2 

Communicating RAB 

* 1 E74xA1248 

Cl 28 


8526-3/4 

Communicating RAB 

* 1E74xA1248 (2 Req.) 

Cl 28 


8535 

Bathroom 

No Key 



8535-1/2 

Bathroom RAB 

No Key 



8601 

Passage (F01) 

No Key 


34HON 

8602 

Privacy (FI 9) 

No Cylinder 


34HOL 

8605 

Storeroom (F07) 

1 E74xA14520 

C208 

34HEW 

8607 

Entrance (F04) 

1 E74xA14520 

C208 

34HE 

8608 

Classroom (F05) 

1 E74xA14520 

C208 

34HJ 

8620 

Hotel (FI 5) 

1 E7G4xA14520 

C208 

34HH 

8622 

Dormitory (FI 3) 

1 E74xA14520 

C208 

34HFW 

8632 

Hotel/Motel 

1 E7G4xA14520 

C208 

34HH 

8633 

Exit Deadlatch 

1 E74xA14520 

C208 


8633-2 

All Purpose 

1 E74xA14520 (2 Req.) 

C208 


8634 

All Purpose 

1 E74xA14520 

C208 


8634-2 

All Purpose 

1E74xA14520 Outside 
1 E74xA14521 Inside 

C208 

C209 


8642 

Hotel Lock 

No Adaptation Available 



8643 

Hotel Lock 

No Adaptation Available 



8644 

Hotel & Motel Lock 

No Adaptation Available 



8646 

Classroom Lock 

* 1 E74xA1248 

Cl 28 

34H_J 

8646-1/4 

Public Toilet 

* 1E74xA1248 (2 Req.) 

Cl 28 

34HG 


*Yale Series Locksets 4000 & 8000 made from 1975 thru 1981 will require a 1E74xA1248 Adaptation. Yale 
Mortise Locksets prior to 1975 should be adapted with 1 E74xA1247. 
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YALE 


NUMBER 

ARTICLE 

ADAPT 

CAM ORDER 
CODE NO. 

EQUIV. 

8646-1/2 

Classroom RAB 

1 E74xA1248 

Cl 28 


8646-3/4 

Entrance RAB 

* 1E74xA1248 (2 Req.) 

Cl 28 


8648 

Emergency 

* 1E74xA1248 

Cl 28 

34HEV 

8648-1/2 

Emergency RAB 

* 1 E74xA1248 

Cl 28 


8656 

Office Lock 

* 1 E74xA1248 

Cl 28 

34HE 

8656-1/2 

Office RAB 

* 1 E74xA1248 

Cl 28 


8660 

Storeroom 

* 1 E74xA14520 

C208 

34HB 

8660A 

Entrance or Storeroom 

1 E74xA15981 

C21 1 


8660ARL 

Hospital Patient Room 

1 E74xA15981 

C21 1 


8660 RL 

Hospital 

* 1E74xA1248 

Cl 28 


8660-1/4 RL 

Hospital 

* 1E74xA1248 (2 Req.) 

Cl 28 


8660-1/4 

Storeroom Lock 

* 1E74xA1248 (2 Req.) 

Cl 28 

34H_C 

8660-1/4 A 

Entrance or Storeroom 

1 E74xA15981 (2 Req.) 

C21 1 

34HC 

8660-1/4 ARL 

Hospital Patient Room 

1 E74xA15981 (2 Req.) 

C21 1 


8660-1/2 

Storeroom RAB 

* 1 E74xA1248 

Cl 28 


8660-3/4 

Storeroom RAB 

* 1E74xA1248 (2 Req.) 

Cl 28 


8661 

Storeroom 

* 1E74xA1248 

Cl 28 


8661 A 

Storeroom 

1 E74xA15981 

C21 1 


8661 RL 

Hospital 

* 1 E74xA1248 

Cl 28 


8661-1/4 ARL 

Hospital Patient Room 

1 E74xA15981 

C21 1 


8661-1/2 

Storeroom RAB 

* 1 E74xA1248 

Cl 28 


8662 

Dormitory 

* 1 E74xA1248 

Cl 28 


8667 

Apartment (FI 2) 

1 E74xA14520 

C208 


8701 

Passage (F01) 

No Key 


34HON 


*Yale Series Locksets 4000 & 8000 made from 1975 thru 1981 will require a 1 E74xA1248 Adaptation. Yale 
Mortise Locksets prior to 1975 should be adapted with 1 E74xA1247. 
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EQUIV. 

8702 

Privacy (FI 9) 

No Cylinder 



8705 

Storeroom (F07) 

1 E74xA14520 

C208 

34HEW 

8707 

Entrance (F04) 

1 E74xA14520 

C208 

34HE 

8708 

Classroom (F05) 

1 E74xA14520 

C208 

34HJ 

871 3ST 

Classroom DL 

1 E74xA14520 

C208 


8713ST-2 

Classroom DL 

1 E74xA14520 (2 Req.) 

C208 


8714 

Deadlock (FI 8) 

1 E74xA14520 

C208 

34HS 

8714-2 

Deadlock (FI 6) 

1 E74xA14520 (2 Req.) 

C208 

34HT 

8715 

Deadlock (FI 7) 

1 E74xA14520 

C208 

34HP 

8717-2 

Apartment (F09) 

1 E74xA14520 Outside 
1 E74xA14521 Inside 

C208 

C209 

34H_G 

8720 

Hotel (Use Emergency Key) 

1 E7G4xA14520 

C208 


8722 

Dormitory (FI 3) 

1 E74xA14520 

C208 


8727 

Hotel/Motel 

1 E7G4xA14520 

C208 


8728 

Exit Latch 

No Key 



8730-2 

Asylum 

1 E74xA14520 (2 Req.) 

C208 


8732 

Hotel/Motel 

1 E7G4xA14520 

C208 


8737 

Office 

* 1 E74xA1248 

Cl 28 


8737-1/4 

Entrance 

* 1E74xA1248 (2 Req.) 

Cl 28 

34HG 

8737-3/4 

Entrance RAB 

* 1E74xA1248 (2 Req.) 

Cl 28 


8738 

Office Door 

* 1 E74xA1248 

Cl 28 


8738-1/2 

Office RAB 

* 1 E74xA1248 

Cl 28 


8747 

Entrance 

1 E74xA14520 

C208 


8748 

Mortise Lock 

* 1E74xA1248 

Cl 28 


8750 

Front Door 

* 1E74xA1248 

Cl 28 

34HA 


*Yale Series Locksets 4000 & 8000 made from 1975 thru 1981 will require a 1 E74xA1248 Adaptation. Yale 
Mortise Locksets prior to 1975 should be adapted with 1 E74xA1247. 
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8750-1/2 

Front Door RAB 

* 1 E74xA1248 

Cl 28 


8751 

Entrance Lock 

* 1 E74xA1248 

Cl 28 


8752 

Entrance Lock 

1 E74xA15981 

C21 1 


8753 

Entrance Lock 

1 E74xA15981 

C21 1 


8754 

Mortise Lock 

1 E74xA15981 

C21 1 


8760 

Storeroom (F21) 

1 E74xA14520 

C208 


8760-2 

Storeroom (FI 4) 

1 E74xA14520 (2 Req.) 

C208 


8764 

Dorm or Exit (FI 2) 

1 E74xA14520 

C208 


8767 

Dorm or Exit (FI 2) 

1 E74xA14520 

C208 


8790 

Vestibule or Office 

* 1 E74xA1248 

Cl 28 


8790-1/2 

Vestibule RAB 

* 1 E74xA1248 

Cl 28 


8791 

Emergency Lock 

1 E74xA1248 

C208 


8791-1/2 

Emergency RAB 

1 E74xA1248 

Cl 28 


8791 FL 

Electric Mortise 

1 E74xA14520 

C208 


8792 

Classroom Lock 

* 1 E74xA1248 

Cl 28 

34HJ 

8792-1/4 

Public Toilet Lock 

* 1E74xA1248 (2 Req.) 

Cl 28 

34HG 

8792-1/2 

Classroom RAB 

* 1 E74xA1248 

Cl 28 


8792-3/4 

Entrance 

1 E74xA1248 (2 Req.) 

Cl 28 


8794-2 

Electric Lock 

1 E74xA14520 (2 Req.) 

C208 



*Yale Series Locksets 4000 & 8000 made from 1975 thru 1981 will require a 1 E74xA1248 Adaptation. Yale 
Mortise Locksets prior to 1975 should be adapted with 1 E74xA1247. 
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